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Tbe Fede r al Trade Cfcnitdssicm's laboratory has determined the "tar" 
(dry particulate matter), total alkaloid (reported as nicotine) and 
C 2 u±ou monoxide content of 207 varieties of cigarettes, ^ibe laboratory 
utilized the Carrbridge filter method with the following specifications 
as set forth in the Ocninissian's announcarent July 31, 1967 and 
July 10, 1980: 

1-, Stroke cigarettes to a 23irra. butt length, or to the ler>gth 
of the filter and overwrap plus 3nni. if in excess of 7'^rTm. 

2. Base results on a test of approximately 90 cigarettes per 
brand, car type. . 

3. Cigarettes to be tested will be selected cn a randcm basis, 
as opposed to "weight selection". 

4. Determine particulate natter cn a "dry" basis erployirg 
the gas chroratograpiy method published by C.H. Sloan and 
B.J. Sublett in Tobacco Science 9, page 70, 1965 as 
modified by F.J. Schultz' and A.W. Spears' r e por t published 
in Ttbacco, vol. 162, no. 24, page 32, date June 17, 1966, 
to determine the moisture content. 

5. Determine and r^ort the "tar" content after subtracting 
moisture and alkaloids (as nicotine) frcm particulate matter. 

6. Carbon moiooxide is determined by non-dispersal infrared 
spectrqphotcme ter . 


Qoncerning the 207 varieties tested, 15 were capable of being srroked 
to 23trm. The butt length of the other 192 varieties tested ranged frcm 
'23.Sum. to an average of between 41.5 to 43.0irni. The butt length of 171 
of the 207 varieties tested exceeded 30nni. 

The samples used were obtained by attsipting to purchase two packages 
of each variety of cigarettes as distributed by domestic cigarette 
manufacturers during August 1982 through Ifeceniber 1982 in each of 50 
geographic locations throughout the country. Not all varieties of 
cigarettes were available in each of the 50 geographic locations and in 
these instances, one or more additional packages of cigarettes were 
purchased in those geographic locations vhere respective varieties were 
available. The sample utilized in the tests were representative of the 
207 varieties of cigarettes as available thrau^wut the ODuntry at the time 
of purchase. 
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In the table listing the cigarette varieties in alphabetical order 
the "tar" and caa±on ntanoxide cxantent is repCDirtad to the nearest 0.1 
nd.lligrc. 3 n cind the nicotine to the nearest 0.01 milligram, each with 
appropriate statistical values. Ihe average weight is reported in grams 
per cigarette and the butt length range to the nearest 0.1 millimeter. 

In all other tables the average weight and butt length (columns and the 
figures representing the standard (deviation of the mean have beei 
eliminated. The "tar" and carbon nonoxide figures have been rourded to 
the nearest milligram (0.5 milligrams and greater rounded 0.4 
irdlligxams and less rounded down) and the nicotine figures have been 
rounded to the nearest tenth of a milligram (0.05 milligrams ard greater 
rounded -ap, 0,04 milligrams and less rounded (3cwn) . Three tables 
respecrtively list varieties in increasing order of "tar" values, in 
increasing order of nicotine valxies and in inareasing order of . carbon 
monoxide vsilues. Accordingly, "tar", nicrrtdne and carbon monoxide 
figures in the tables represent rounded off averages without indication 
of their precision. 

It should be noted that cigarette brands with assay results for 
■"tar" and carbon monoxi(3e below 0.5 mg. per cigarette and fc>r nicotine 
below 0.05 mg. per cdgarette are recortted in the acxxnpanying tables 
with asterisks (*) indicating that they are belcw 0.5 mg. "tar", 0.05 mg. 
nicotine and 0.5 mg. carbon nonoxide. The tables do not differentiate 
and no ranking is intended between these (cigarettes be<cau5e the (Current, 
^prcn^ed testing methodology is not sensitive enough to differentiate 
between cigarettes at these levels. 

On April 13, 1983, the OTrardssion announced its determination that . 
its present testing methodology for "tar", nicotine and carbon moncad.de 
<3oes not measure accurately Brtcwn & Williamscn's Barclay, cigarettes and 
in facrt understates the measured (deliveries of these produ(rts. Therefore, 
it announced that until it adopts a new testing methodology that is able’ 
to measure Barclay cigarettes, future FTC Tar, Nicotine & Carbon Monoxide' 
Resorts will not include test results for Barclay cigarettes. As a result, 
no test results for Barclay cigarettes-are included within this report. 

At that same time the Oormission eilso. found that there was a signifi(cant 
1T’k-pi Shrrrf that the same prtblem. (namely, an inaccurate r^x^rting of the 
"tar", nicsotine and OD deli'very) existed with respect to Kool Ultra and 
Kool Ultra 100’s, two o-ther brands of cigarettes manufactured by Brown & 
Vti.lliamson. However, the Cbrrmission has not yet reached any (conclusion 
vhether Kool Ultra and Kool Ultra 100's are ranked inappropriately. 
Therefore, two asterisks (**) have been appended to Kool Ultra and Kool 
Ultra 100's in this report to indicate this continuing (controvert, 
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TAR NICOTINE AND CARBON MONOXIDE CONTENT 
OP TWO HUNDRED SEVEN (207) VAftITlES OP DOMESTIC CIGARETTES 


BRAND 

TVPE 

LNCTH 

AVG, 

BUTT 

TPM 

nicotine 

CARBON 

TESTED 

CODE 

TE5TO 

WEIGHT 

UENGTH 

DRV 

CONTENT 

MONOXIDE 


ALPINE 

Fi 

SPi 

M 

aSMM 

0.0707 

2e.8-2Q.9MM 

14.2*0.3 

0.82*0.02 

13.5*0.4 

BELAIR 

F 1 

SP, 

M 

B5MM 

a.QA&S 

32.0-33.7MM 

9.0*0.2 

0.73*0.02 

9.3*0.4 

BEtAlR 100 

Pi 

SPi 

M 

iOOmm 

1.1213 

37.2-40.4MM 

9.2*0.3 

0.67*0,02 

9,6*0.4 

lDEnSON 1 HEDGES 

Ri 

F» 

HP 

70MM 

1 .01 IS 

32.a-35.2MM 

1 .3*0.2 

0.09*0.01 

1.6*0.2 

<.^ENS0N t HEDGES 

Pi 

HP 


aSMM 

1.0100 

32.a-36.0MM 

15.0*0.3 

1 . 10*0.02 

12.7+0.3 

BENSON t HEDGES tOO 

Pi 

HPi 

M 

lODMM 

I . 1064 

34.6-35.9MM 

16.6*0.3 

t .06*0.03 

15.4*0.4 

BENSON t. HEDGES tOO 

Fl 

HP 


IOOMM 

1 . 1077 

34.3-36.2MM 

16.9*0.4 

1 .07*0.02 

15.5*0.5 

BENSON i HEDGES IQO 

Fl 

SP 


IOOMM 

1.1197 

33.B-36.4MM 

17.0*0.3 

1.11*0.03 

16.2+0.5 

BENSON L HEDGES IQQ 

Fs 

SP; 

M 

IOOMM 

1.1092 

34.5-3S.6MM 

16,5*0.3 

1,07+0.03 

16.2*0.4 

BENSON t HEDGES LIGHTS IDO 

Fl 

SP| 

U 

IOOMM 

1.1072 

36.6-40.IMM 

10.0*0.3 

0.71*0.02 

I0.a*0.3 

BENSON a HEDGES LIGHTS 100 

F J 

SP 


IOOMM 

1.1129 

37.3-40.IMM 

10,5*0.2 

0.75*0.02 

1 1.8*0.4 

BENSON A HEDGES ULTRA LIGHTS 

Fl 

HPj 

M 

IOOMM 

1.0221 

3B.3-4Q.6MM 

6.3*0.2 

0.46*0.02 

6.5*0.3 

BENSON A HEDGES ULTRA LIGHTS 

Fl 

HP 


IOOMM 

1.0026 

38.1-39.BMM 

6.2*0.3 

0.47*0,02 

6.5*0.4 

BR1CHT 

Fi 

SPl 

M 

BSMM 

O.BdlS 

35.2-36,0MM 

6.2*0.2 

0.48*0.02 

7.5*0.4 

bright 100 

F| 

SP| 

M 

IOOMM 

1.0864 

a9.9-40.2MU 

7.4 + 0.6 

0.56*0.03 

9.7*0.9 

BULL DURHAM 

Pi 

SP 


B5MM 

1. I64S 

26.0-2a.OMM 

. 27.9*0,4 

1.78*0.03 

23.1*0.4 

CAMBRIDGE 

F| 

HP 


aSMM 

0.0635 

38.a-40.3MM 

« 


* 

CAMBRIDGE 

. Fl 

SP 


aSMM 

a.B4 19 

a4.0'36.4MM 

0.8*0.1 

0.06*0.01 

1.1+0,1 

CAMBRIDGE 100 

Fl 

SP 


IOOMM 

0.9702 

3a.3-4Q.0MM 

4.7*0.3 

0.43+0.02 

5.S+0.3 

camel 

Fl 

SP 


BSMM 

0.9732 

27.4-28.BMM 

15.3*0.3 

0.98*0.02 

14.1*0.3 

CamEl 

Ri 

NFl 

SP 

70MM 

0.6687 

23.0MM 

10.3*0.4 

1.20*0,03 

12,4+0,7 

camel LIGHTS 

F| 

HP 


BOMM 

0.9039 

29.2-30.SMM 

7.9*0.2 

0.54*0.02 

7.6+0.4 

CAMEL LIGHTS 

Fl 

SP 


BSMM 

0.9234 

32.4-33.6MM 

7.9*0.2 

0.64*0.02 

9.6*0,4 

CAMEL LIGHTS 100 

Fl 

SP 


IOOmm 

1. 1219 

36.4-38.3MM 

12.2*0.3 

0.ai»0.02 

14.5*0.4 

CARLTON 

F| 

HP 


BSMM 

0.BQ5Q 

37.1-41.QMM 

* 

* 

« 

Carlton 

Fl 

SP, 

M 

BSMM 

0.7915 

32,3-33.BMM 

o,a+o.I 

O.OU+O.OI 

0.9*0.1 

CaRlTON 

Fl 

SP 


BSMM 

0.779a 

29,a-36.5MM 

1 .2*0.1 

0.1 1*0.01 

1 .6*0.2 

Carlton 100 

Fl 

HPi 

U 

IOOMM 

0.9106 

37.4-39.IMM 

0.5*0.1 

0.06*0.01 

• 

Carlton ioo 

Fi 

HP 


IOOMM 

0.9236 

36.6-40.0MM 

0.7*0. 1 

0.07*0.01 

* 

CARLTON 100 

Fj 

SP, 

M 

IOOMM 

0.9246 

34.2-36.4MM 

4.5*0.2 

o.3a*a.oi 

5.4*0.4 

CaRlTON ioo 

Fi 

SP 


IOOMM 

o.o 2 ea 

33.6-37.OMM 

4.6*0.2 

0.39*0.01 

5.5*0.4 

Carlton 12a 

F 1 

SP, 

M 

t20MU 

0.9662 

36.0-40,IMM 

S.a+0.3 

0.54*0,03 

4.0*0.3 

f Carlton 120 

F? 

SP 


. I20MM 

0,9846 

38.5-39.BMM 

6.5*0.2 

0.68*0.02 

4.5*0.3 

CHESTERFIELD ’ 

Fl 

SP 


BSMM 

0.6869 

28.3-29.BMM 

IS.1*0.3 

1 .00*0.03 

14.9*0.4 

CHESTERPIElO 

Hi 

NF, 

SP 

70MM 

o.asso 

23.OMM 

20.6*0.5 

1 .22*0.03 

12.2*0.4 

CHESTERFIELD 

NFi 

SP 


BSMM 

1.0358 

23.OMM 

25.3*0.6 

1 .54*0.03 

15.2+0.6 

chesterfield IQO 

Fl 

SP 


IOOmm 

I.DISS 

37.4-39.7MM 

14.6*0.2 

0.98*0.02 

15.7+0.3 

DECADE 

Fi 

SP 


BSmM 

0.8603 

32.6-34.2MM 

5.7*0.2 

0.49*0.02 

4.7 + 0.3 

DECADE 

Fl 

SPi 

u. 

BSMM 

0.6480 

32.a-34. IMM 

6. 7*0,3 

0.40*0.03 

4.9 + 0.4 

DORAL II 

f l 

SP 


BSMM 

1.0627 

36.3-3B.0MM 

4.6*0,2 

0.30*0.02 

3.4*0.2 

DOHAL II 

Fi 

SPi 

M 

BSMM 

1.0433 

34.6*39.OMM 

4.6*0.2 

0.37*0.02 

3,4*0.3 

English ovals 

Rl 

NFi 

HP 

70MM 

0.9051 

23.OMM 

22.3*0,4 

1.55*0.04 

11.6+0.3 

English ovals 

NFl 

HP 


BSMM 

1.1686 

23.OMM 

28.6*0.5 

2.05*0.06 

14.6+0.4 

EVE LIGHTS 100 

F 1 

SP 


- IOOMM 

0.9682 

37.3-39.5MM 

13.0*0.2 

0.96*0.01 

13.4*0.3 

EVE LIGHTS 100 

F 1 

SPi 

M 

1 OOMM 

0.9626 

37.5-40.OMM 

12,9*0.3 

0.97*0.03 

13.2*0.4 

EVE LIGHTS 120 

F1 

HP, 

M 

1 20MM 

0.9816 

a6.a-39.2MM 

13.9*0.4 

1.05*0.03 

11.1*0.5 


I F-flltert NP-Wj-ttltmci M-iaenttiol; R-regulari llP-haid padcj BP-aoft packj tia-mlllljiietar. 
-2/AveTAQs weight refiort^ 1a grams per cigupetts. « 

3 lUinje uasd In butt length hscauaa of variance o£ averwrap. 

" 4 TPM iiiy (tar) - milUgrwi tctal particulate natter leaa nicotine and viatar per cigarette. 
/S total aUcaloUb reported as nicotine nilUgrams per cigarette. 

*fr Carbon MonavltTf. rrr-> ’ - «illlgrans per cigarette. 

■ V .J.- ’ ''A. • I 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CARBON UONOXIDE CONTENT 
OF TWO hUHOREO SEVEN (207) VAftlTIES OF DOMESTIC CIGARETTES 


BRAND 

TYPE 


LNOTH 

AVG.' 

BUTT 

TPM 

NICOTINE 

Carbon 

TESTED 

CODE 


TESTD 

WEIGHT 

LENGTH 

DRY 

. CONTENT 

MONOXIDE 

EVE LIGHTS 120 

Fj 

HP 


IZOMM 

0.97B4 

35.5~40.7MM 

13.7-»0.4 

1.06+0.03 

1 1 .3+0.4 

GALAXV 

F| 

SP 


aSMM 

1.0704 

32.0-34.2MM 

14.9+0,3 

0.94+0.02 

14,7+0.4 

golden lights 

F] 

SP 


BSMM 

o.eai 1 

32.9-36.2MM 

0,0+0.3 

0.71+0.02 

9.5+0.4 

GOLDEN lights 

ft 

SPi 

M 

6SMM 

o.eeai 

34.0-36.5MM 

a.7+0 .2 

0.60+0.02 

a. 6 + 0 .3 

GOLDEN LIGHTS 100 

ft 

SPl 

M 

lOOMM 

1.0305 

37.2-39.2MM 

0.9+0.4 

0.73+0.03 

9.1+0.5 

GOLDEN LIGHTS 100 

ft 

SP 


lOOMM 

1.0495 

36.4-3d.3MM 

9.0+0.3 

0.76+0.02 

0.9+0.4 

HALF i HALF 

ft 

SP 


05MM 

1. 1021 

25.a-20.SMM 

17.6+0.3 

1.23+0.03 

16.2+0.4 

HERBERT TAREVTON 

NF 

i SP 


aSMM 

I.1497 

23.0MM 

26.0+0.5 

1.60+0.04 

16.2+0.5 

ICEBERG IDD 

FS 

SP, 

M' 

lODMM 

0.9530 

33.2-36.0MM 

3.4 + 0. 1 

0.30+0.01 

4.4+0.3 

KENT SP 

Ft 

SP 


aSMM 

0.9103 

27.5-30.2MM 

12.1+0.4 

0.S7+O.O5 

10.6+0.3 

KENT -ecy 

ft 

HP 


SQMM 

0.9113 

26.9-30.tMM 

12.6+0.3 

0. B7+0.02 

11.7+0.3 

KENT 100 

Ft 

SP 


lOOMM 

1.0555 

33.9-36.4MM 

13.0+0.3 

1 .03+0.03 

11.6+0.5 

KENT 100 

Ft 

SPt 

M 

lOOMM 

1.0413 

34.4-36.7MM 

16.1+0.3 

1. 15*0.02 

13.0+0.3 

KENT 111 

Ft 

SP 


esMM 

0.8293 

34. I-3S.6MM 

3.0+0.2 

0,31+0.02 

2.9+0.2 

KENT in 100 

Ft 

SP 


lOOMM 

0.9033 

a6.4-39.4MM 

4,2+0.2 

0.43+0.02 

5;3+0.3 

KOOl 

Ft 

HP; 

M 

BQMM 

0.9067 

26.1-26.6MM 

15.9+0.3 

1,07+0.02 

14.7+0.4 

KOOL 

Ft 

SPt 

M 

asMM 

0.9013 

28.3-29.3MM 

16.7+0.3 

1. 14+0.03 

14.6+0.3 

KOOl 

R| 

NFiSPiM 

70UM 

0.0543 

23.0MM 

20.4*0.6 

1.16+0.04 

14.3+0.3 

KOOL LIGHTS 

Ft 

SP, 

M 

aSMM 

0.9192 

32.4-34.5MM 

a.9+0.3 

0.67*0,02 

9.6+0.3 

KOOL LIGHTS 100 

Fi 

SPt 

M 

lOOMM 

1 .0079 

37.7-40.SMM 

9.0+0.4 

0.76+0.03 

9,4+0.4 

KOOL MILOS 

f I 

SP, 

M 

8SMM 

0.0025 

32.6-35.4MM 

11.4 + 0.S 

0.02+0.02 

12.0+0.4 

KOOL MILOS 100 

ft 

SP, 

M 

lOOMM 

1.1201 

30.3-41.OMM 

11.4+0.2 

0.64+0.02 

12.6+0.3 

KOOL SUPER LONGS 100 

f j 

SP, 

M 

lUOMM 

' 1 .0752 

33.9-35.BMM . 

14.7+0.3 

0.97+0.02 

is.e+o.s 

KOOL ULTRA ** 

Fj 

SP, 

M 

asMM 

0.9092 

34,1-36.SMM : 

1.9*0.3 

0. 17*0.02 

1.4*0.3 

KOOL ULTRA too ** 

ft 

SP, 

M 

lOOMM 

1 .0031 

30.4-41.OMM 

4.B+0.3 

0.43+0.03 

3.7+0.4 

LAM 

ft 

SP 


aSMM 

0.0736 

32.3-33.7MM 

13.7*0.3 

0.90*0.02 

13.4*0.3 

L L M 

F| 

HP 


aOMM 

0.S4Q2 

28,a-3a.4MM. 

13.7*0.2 

0.92*0,02 

I2.9*Q.3 

L A U 100 

Ft 

SP 


lOOMM 

1.0152 

37.6-39.3MM 

14.1+0.2 

0.90*0.02 

14.7+0.4 

LAM LIGHTS 

Ft 

SP 


asMM 

0.0561 

32.1-34.OMM 

9.t+0.2 

0.03+0.02 

6.B+0.3 

LAM LIGHTS 100 

Ft 

SP 


lOOMM 

0.9552 

37.5-3a.9MU 

7.9+0.2 

0.77+0.02 

5.3+0.3 

LAM LIGHTS 100 

Ft 

SP, 

M 

lOOMM 

0.9461 

37.6-3a.2MM 

0.3+0.3 

0.00+0.03 

5,7+0.4 

LARK 

Ft 

SP 


asMM 

0.9911 

2e.3-34.3MM 

14.2+0.3 

.0.96+0.03 

13.2+0.3 

LARK too 

Ft 

SP 


lOOMM 

1 . 1316 

37.5-39.3MM 

IS.0+0.3 

1 .06 + 0.03 

l'6.3 + 0.4 

LARK LIGHTS 

Ft 

SP 


aSMM 

0.9006 

31.0-34.OMM 

13.0+0.3 

0.92+0.02 

12.4+0.4 

LARK lights too 

Fj 

SP 


lOQMM 

1.1252 

37.3-3S.4MM 

13.6+0.4 

1 ,00 + 0.02 

13.9+0.3 

LONG JOHNS 120 

Ft 

SP, 

U 

I20MM 

1. 1702 

36.7-39.4MM 

17,1+0.6 

1 .35*0.03 

IB.4+1.1 

LONG JOHNS 120 y 

Ft 

SP 


I20MM 

1.1974 

37.6-39.3MM 

10.1+0.6 

1.32+0.04 

19.0+0.9 

LUCKY 100 

Ft 

SP 


lOOMM 

0.9460 

34.3-36.7MM 

3.4+0.2 

0.31+0.02 

4.0+0.3 

LUCKY STRIKE'., , b'> 

Fj 

SP 


aSMM 

0,9273 

31.0-35.IMM 

10.7+0.3 

O.ai+ 0.02 

11.0+0.4 

LUCKY STRIKE.-' , 

Fj 

HP 


auMu 

0.9400 

31.0-34.6MM 

11.1+0.2 

0.63+0.02 

11.6+0.2 

lucky strike 

Hi 

NF, 

SP 

70MM 

o.aaio 

23.OMM 

24.2+0.4 

1.43+0.03 

16,1+0.4 

MARLBORO 

Ft 

HP, 

M 

aSMM 

0.9221 

25.0-27.2MM 

14.5+0.3 

O.aS+0.02 

13. 1+0.5 

MARLBORO 

F j 

SPi 

M 

asMM 

0.9603 

2e.0-29.6MM 

15.0+0.4 

0.67+0.02 

14,3+0.5 

MARLBORO 

Ft 

SP 


BSMM 

0,9066 

27.6-29.OMM 

17.t+0.4 

1 .04+0.03 

15.6+0.5 

MARLBORO 

Ft 

HP 


aOMM 

0.9294 

23.9-27.4MM 

17.t+0.2 

1 .05+0.02 

15.1+0.4 

MARLBORO 100 

Fj 

SP 


lOOMM 

1.1227 

33.0-35.OMM 

16.9+0.3 

1 ,09*0.03 

15.1+0.3 


I P-Fllter; NF*-ncin>flltert IfnenthDli B-neguUrj HP-hard packi SP-aoft pack,- unniiillljneter. 

• .2 ' Averaoe weight reported in grama per cigarette. 

3 Range uaed In butt Length becauaa of variance of overvrap. 

< 4 TPH dry (tar) - Biilllgrama total particulate nutter leaa nicotine and water per cigarette. 
S TtitaL alkalolda reported as nicotine ndlligrama per cigarette. 

• i Carbon Monoxide reported 'n mniwrraow par cigarette. 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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tah nicotine and cahddn monoxide content 
OF TWO HUNOaEO SEVEN (207) VAftlTlES OF DOMESTIC CIGARETTES 



TVPE 


UNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 

CODE 


TESTD 

WEIGHT 

LENGTH 

ORV 

CONTENT 

MONOXIDE 

MARLBORO IQQ 

Fi 

HP 


lOOMM 

1.1162 

a3.a-3S.7MM 

16.640.3 

1.07+0.02 

15.4+0.5 

MARLBORO tIGhTS 

Ft 

HP 


BSMM 

0.9550 

3a.4-34.7MM 

10.240,2 

0.69+0.02 

11.0+0.3 

MARLBORO LIGHTS 

Fi 

SP 


BSMM 

0.9812 , 

32.7-35.2UM 

10.740.3 

0.74+0.04 

1 i .6+0.4 

MARLBORO LIGHTS IDO 

Fj 

SP 


100MM 

1.1199 

39.0-40.6MM 

10.640.3 

0.75+0.02 

1 1.6+0.3 

MAX 120 

Fj 

SP 


I20MM 

1.0036 

36.0-39.IMM 

IB.240.4 

1.35+0.04 

ie.a+ 0.6 

MAX 120 

Fa 

SPj 

M 

1 20MU 

1.0077 

37.6-40.2MM 

18.5+0.4 

1.36+0.03 

17.0*0.7 

M&R1T 

Fj 

SP 


BSMM 

a.9630 

34.3-35.9MM 

6.940.3 

0.59+0.02 

1 1.2+0.4 

MERIT 

f { 

SPj 

M 

fiSMM 

0.9661 

34.4-3S.7MM 

8,940.4 

0.56+D.02 

10.6+0.5 

U£fttT 100 

F| 

SPj 

H 

lOOMM 

1.1166 

3B,0-39.9MM 

10.3+0.4 

0.71+0.02 

1 i.a+Q.7 

MERIT 100 

Fj 

SP 


lOOMM 

1.1107 

30.1-40.2MM 

I0:9r0.5 

0.74+0.03 

12.9+0.6 

MERIT ULTRA LIGHTS 

Fj 

SP 


BSMM 

Q.9247 

34.a-36.3MM 

4. 2+0.2 

0.35+0.01 

4.5+0.3 

MERIT ULTRA LIGHTS 

Fj 

SP; 

M 

BSMM 

0.9243 

37.1-4Q.4MM 

3.8+0.2 

0,32+0.02 

4.0+0.3 

MERIT ULTRA LIGHTS iOO 

Ft 

SPi 

M 

lOOMM 

1.0456 

39.1-40.OMM 

3.7+0.2 

0.31*0,02 

4. 3+0.3 

MERIT ULTRA LIGHTS 100 

Fi 

SP 


lOOMM 

1 .0416 

38.0-39.7MM 

5.9+0.6 

0.45*0.03 

7.4+1.0 

MONTCLAIR 

Fj 

SPj 

M 

eSMM 

0.9176 

2S,B-2a.4MM 

15.5+0.3 

1.03*0.03 

16.3+0.7 

MORE 120 

Fj 

SP 


I20MM 

1.0333 

41.7-4 2.6MM 

16.6+0.4 

1 . 15 + 0.03 

19.6+0.5 

MORE 120 

Fj 

SPj 

M 

I20MM 

1 .0345 

41.5-43.OMM 

IS.1+0.5 

1 . lS + 0.03 

iTifi+O.S 

MORE lights 100 

F j 

HPj 

M 

lOOMM 

0.6691 

37.1-38.7HM 

6.6*0.2 

O.SS+Q.OI 

fl.2+0.4 

MORE LIGHTS 100 

Fj 

HP 


lOOMM 

0.9407 

37.0-aa,7HM 

a. 2 + 0.2 

0.64*0.01 

fl,2+0.3 

MULTlfILTER 

F J 

SP 


BSMM 

1 . 1274 

32.6-34.7HM 

12,2+0.3 

0.77 + Q, 02 

10.9+0.4 

multifilter 

Fj 

SPj 

M 

BSMM 

t . 1302 

32.4-33.7MM 

12.6+0.4 

0.79+0,03 

lO.a+O.S 

NEWPORT 

Fj 

HPj 

M 

aOMM 

0.6790 

27.5-29.6MM 

16.1*0.2 

1. 1 1 + 0.02 

16.6+0.4 

NEWPORT 

F I 

SPj 

M 

BSMM 

0.90B7 

27.B-29.3MM 

16.7+0.4 

1. 13*0,02 

17.2+0.5 

NEWPORT 100 

Fj 

SPj 

M 

lOOMM 

1.0611 

34.6-37.OMM 

19.7+0.3 

1.39+0.03 

16.9+0.4 

NEWPORT LIGHTS 

Fj 

SPj 

M 

BSMM 

0.6739 

34.3-36.4MM 

9.0+0.3 

0.70*0.02 

9.4+0.3 

NEWPORT LIGHTS 

f t 

HPj 

M 

BOHM 

0.6439 

30.9-35.4MM 

a.7+0 .2 

0.69+0.01 

9.2*0.4 

NEWPORT LIGHTS lOQ 

Ft 

SPj 

U 

tOOMM 

1.0261 

35.4-39.BMM 

9.6+0.2 

0.70+0.02 

9.6*0.4 

NEWPORT RED 

Ft 

SP 


BSMM 

0,9234 

32.1-33.5MM 

13.2+0.3 

0.97+0.03 

15.3+0.5 

NEWPORT RED 

Fj 

HP 


BOMM 

0.8737 

31.6-33.aMM 

13.0*0.6 

0.96+0.04 

14.7+0.5 

NORTHWINO 

Fj 

SPj 

M 

BSMM 

0.0554 

34.6-35.4MM 

10.3+0.2 

0.69+0.02 

11,2+0.4 

NORTHWIND 100 

f i 

SPj 

M 

1Q0MM 

1. 1064 

3fl.7-39.9MM 

10.7+0,3 

0.74+0.02 

1 1.4+0.6 

NOW 

Ft 

HP- 


BOMM 

0.6887 

33.7-36.IMM 

• 

• 


NOW 

f 1 

SP 


BSMM 

0.7752 

37.2-3B.2MM 

1.1 + 0. 1- 

0. 1 1+0.01 

1,4+0.1 

NOW 

Fj 

SPj 

M 

BSMM 

0,7932 

36.a-3e.2MM 

0.9+0.1 

0. 11*0.01 

1.2+0.1 

NOW 100 

F J 

HP 


lOOMM 

0.6007 

37.0--39.6MM 

# 



NOW lOO 

Fj 

SPj 

M 

IQOMM 

0.9163 

37.0-3fi.7MM 

1.6+0.1 

0, ia+ 0.01 

1 .0+0.1 

NOW 100 

Fj 

SP 


lOOMM 

0.9205 

37.1-39.OMM 

2.3+D.2 

0.22+0.01 

1.7+0.2 

OLD GOLD FILTER 

F| 

SP 


BSMM 

0.9162 

37.6-30.gMM 

17.S+0.3 

1.22+0.03 

16.2+0.5 

OLD COLD FILTER IQO 

Fl 

SP . 


lOOMM 

1.0523 

32.9-37.7MM 

20.0+0.4 

1.42+0.03 

19.2+0.6 

OLD COLD LIGHTS 

Fj 

SP 


8SUM 

0.6901 

34.5-36.OMM 

9.a+0.2 

o.ai+ 0.02 

10.6+0.3 

OLD GOLD STRAIGHT 

NF 

J SP 


BSMM 

1.0034 

23.OMM 

26.3+0.4 

1,57*0.03 

17.7*0.4 

OMNI 100 

Fj 

SPj 

M 

lOOMM 

I.OIOS 

37.9-39.7MM 

7.2+0,2 

0,61+0.03 

6.9+0.5 

PALL mall 

Fi 

SP 


BSMM 

0.9764 

25.5-2fl.7MM 

17,2+0.3 

1. 14+0.03 

16.9+0.5 

PALL MALL 

NFj SP 

’ 

BSMM 

1.0512 

23.OMM 

23.fl+0.4 

1.41+0.03 

15,7+0.4 

PALL MALL 100 

F| 

SP 


lOOMM 

1,1166 

33.5-37.2MM 

15.9+0.4 

1.15+0.03 

I5.S+0.5 

PALL MALL EXTRA LIGHT 

Ft 

SP 


BSMM 

0.9671 

32.2-34.BUM 

6.9+0.2 

0.60+0.02 

6.3+0.3 


1. r>mteri MP-iwflltari >H«nt)»li R-regulari HP-hand packi SP-uoft 
' ''2 Averaga weight reported in grama per cigarette. * 

• 3 B&mo uaod in tojct length becmiae of varianoe of overwrap. 

• 4 WM dry (tar) *■ milllgraM total particulate sattor leaa niootina and water per clgaratta. 

5 ^tal alkaloids reported as nlcxitinu milligrams per cigarette. 

■ i Carbon HortSxlda reported »" taillinr-»'- *' 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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BPANO 

TESTEO 


PALL MALL LIGHT 100 
PALL MALL LIGHT 100 
PARLIAMENT LIGHTS 
parliament LIGHTS 
PARLIAMENT LIGHTS IQQ 
PHILIP MORRIS 
PHILIP MORRIS COMMANDER 
PICAVUNE 

players 
RALEIGH 
RALEIGH 
RALEIGH >00 
RALEIGH lights 

Raleigh lights lOO 

REOEL 

REBEL 100 

SALEM 

Salem ioO 
SALEM LIGHTS 

Salem lights ido 

SALEM SLIM LIGHTS lOO 

Salem ultra 
Salem ultra ioo 
Saratoga 120 

SARATOGA 120 

SATIN 100 

SATIN 100 

SILUA THINS IOO 

SILVA THINS 100 

SPRING >00 

ST. MORITZ 100 

ST. MORITZ IOO 

TALL 120 

TALL >20 

TAREVTON 

TAREVTON 100 

TAREVTON LIGHTS 

TAREVTON LONG LIGHTS IOO 

TR1UMPH 

TRIUMPH 

TRIUMPH IOO 

TRIUMPH 100 

TRUE 

TRUE 

TRUE 100 
TRUE too 


TAR nicotine and CARBON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN (207) VAftlTIES OF DOMESTIC CIGARETTES 


TYPE 


lngth 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

CODE 


testo 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDE 

P; 

SP 


100MM 

1 .oasi 

36,5-39,3UM 

6.9+0.2 

0,76+0.02 

7,1+0.4 

f 1 

SP{ 

M 

tOOMM 

t.Qt3G 

33.S-37.2MM 

12.9+0.8 

1.02+0.02 

1 1 .9+0.5 

P| 

HP 


gO*S*<M 

0.g&34 

32.4-33.7UM 

8.8+0.2 

0.61+0.02 

a .8+0.2 

P t 

SP 


BSMM 

o.Rogs 

32.7-34.7MM 

9.7+0.3 

0.66+0.02 

9.3+0.2 

f 1 

SP 


IDOMM 

1.2413 

38.5-40.7MM 

11.4+0.3 

o.as+0,02 

9.8+0.4 

R 1 

NFt 

SP 

70MM 

Q.BSRO 

23.0UM 

22.5+0.4 

1.32+0.03 

13,1*0.4 


SP 


eSMM 

1.0484 

23.0UM 

27.0+0.5 

1.64+0.03 

15.1+0.6 

NFj 

SP 


70MM 

O.BBSB 

23.0MM 

16.0+0.6 

1 .02+0.04 

14,0+0.4 

R; 

NF; 

HP 

70MM 

1 .0484 

23.DMM 

26,8+0.9 

1.87+0.06 

IS.4+0.6 

F) 

SP 


6 sum' 

0.0630 

27,6-30.0MM 

15.2+0.3 

0.95+0.03 

16.5+0.4 

NF} 

SP 


a EMM 

1.0601 

23.QMM 

24.1+0.7 

1 .35+0.05 

18.7 + 0.8 

F i 

SP 


lOOMM 

1.1419 

34.2-35.9MM 

16.1+0.5 

1 .06+0.03 

16.5+0.6 

f- ( 

SP 


eSMM 

0.0860 

30.6-36.DMM 

9.0+0.3 

0.69*0.02 

9.3+0.4 

f J 

SP 


lOOMM 

1 . 1582 

36.7-42.2MH 

10.0+0.3 

0.78+0.03 

12.0+0.5 

F 1 

SP 


eSMM 

0.9269 

34.6-36.DMM 

10.7+0.2 

0.87+0.02 

12.5+0.4 

F i 

SP 


lOOMM 

1 .0376 

34.7-3S.9MM 

11.8+0.3 

0.96+0.02 

12.9+0.6 


SPt 

M 

fl&MUl 

0.0507 

28.6-27.1MM 

15.7+0.3 

1 .05 + 0.03 

14.4+0.5 

Fi 

SPj 

M 

lOOMM 

1 . 1502 

33.7-35.9MU 

14.6+0.2 

1.04*0.02 

13.3+0.6 

Ft 

SPj 

U 

aSMM 

0.9505 

32.7-3a.6MM 

8.2+0,2 

Q.80+0.01 

9.1+0.3 

F| 

SPj 

M 

lOOMM 

1.1306 

35.9-39.BUM 

9.3+0.3 

0.70+0.02 

10.9+0.5 

F 1 

HPi 

M 

lOOMM 

0.7049 

37.3-3a.7MM 

7.3+0.2 

0.59+0.01 

a . 3 + 0.3 

Ft 

SP| 

M 

eSMM 

0.0159 

32.6-34.4MM 

4.4+0.3 

0.37+0.02 

4.3+0.4 

Ft 

SPi 

M 

lOOMM 

1 .0913 

36.5-39.9MM 

. 4.6+0.2 

0.40+0.02 

5.3+0.4 

Ft 

HP 


I20MM 

1.1130 

37.2-39.5MM 

'-14,3 + 0.4 

0.95+0.02 

14.0 + 0.4 

p i 

HPi 

M 

I20MM 

1 . 1078 

37.3-39.4MM 

14.2+0.4 

0.98^0.04 

13.6+0.6 

p 1 

SP 


lOOMM 

1 .0470 

34.B-36.5MM 

9,7+0.3 

0.80+0.02 

10.0+0.4 

Ft 

SPt 

M 

' lOOMM. 

1 .0694 

34. |-r36.SMM 

9.9+0.3 

0.60+0.02 

1 1.2+0.5 

F i 

SP 


lOOMM 

0.9346 

34.1-36.6MM 

11.6+0.3 

0.96+0.03 

8.6+0.3 

F j 

SPt 

M 

lOOMM 

0.0449 

34.3-36.7MH 

11.6+0,4 

0.99+0.04 

9.2 + 0.4 


SP| 

M 

lOOMM 

1.0611 

33.S-36.7MM 

19.2*0.3 

1 .01+0.03 

16.4+0.6 

P 1 

SP 


lOOMM 

1.0499 

35.7-3fl.0MM 

IS.0+0.4 

1. 1 1 + 0.03 

14.4+0.4 

Ft 

SPi 

M 

lOOMU 

1.0517 

34.9-3B.5MM 

14.6+0.3 

1.09+0.02 

14.2+0.5 

Ft 

SPt 

M 

1 20MM 

1 . 1939 

36.5-4a.3MM 

16.7+0,3 

1.31+0.04 

16;i+0.5 

Ft 

SP 


120MM 

1.2033 

36.9-39.2MM 

IB.9+0.5 

1.45 + 0.05 

19.2+0.6 

F J 

SP 


85MM 

1.0190 

2S.Q-29.SMM 

14.4+0.3 

0.97+0.03 

14.7+0.4 

Ft 

SP 


tOOMM 

1. 1568 

33.6-36.7MM 

13.8+0,2 

0.96+0.02 

15.4+0.5 

Ft 

SP 


BSMM 

0.6704 

33.B-36.4MM 

4.6+0.2 

0.37+0,02 

4.4+0.3 

Ft 

SP 


lOOMM 

1. 1542 

33.B-38.3MM 

7.4*0.3 

0.61+0.02 

6.5 + 0.8 

Ft 

SP| 

M 

eSMM 

0.6312 

34.3-36.IMM 

3.0+0.2 

0.32+0.02 

2.6+0.2 

Ft 

SP 


BSMM 

0.B25S 

34.3-35.BMH 

3.3+0. 1 

0.37+0.02 

3.2+0.3 

Ft 

SP 


lOOMM 

0.9829 

36.a-39.7MM 

4.2*0.2 

a.43«0.02 

4.8+0.4 

Ft 

SPi 

M 

lOOMM 

0,9839 

37.2-3a,6MM 

4.2+0.t 

0.45+0.02 

5.0 + 0.3 

Fi 

SP 


BSMM 

0.8277 

32,2-34.2MM 

5.3+0.3 

0.43+0.02 

6.1*0.4 

Ft 

SPt 

M 

asMM 

0.8272 

32,3-33.6mm 

5.t+0.2 

0,42*0.01 

5.2 + 0.2 

Ft 

SP 


lOOMM 

0.9861 

34.2-36.3MM 

7.7+0.3 

0.59*0.02 

6.4*0.3 

Ft 

SPt 

M 

lOOMM 

0.9837 

34.4-36.2MM 

7.9+0.3 

0.60+0.02 

a.8+0.4 


1 p-fUtori NE^Kin-filtori H-(unthol| R-regularj IIP~ha«i packj SP-*oft paclci im-fflilli^tar. 
J.-Average fcwight r«t»rted in grama per olgaratta, 

1 Banje iwed In butt lei^th becauaa of varianua of oveivrap. 

4 TW dry (tor) - mllligrwiB total particulate ntter laaa nicotine and water per cigarette. 
,'5 TOtal ft ivaielit# repurted as nlootine nilligraiM p«^ oigarette. 

6' carbon McnoxM'' retorted M milligram* per cigarette- 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CARBON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN (207) VARITIES OF DOMESTIC CIGARETTES 




TVPE 


LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

lESTEO 


CODE 


TESTD 

WEIGHT 

LENGTH 

DRY ' 

CONTENT 

MONOXIDE 

/ANTage 


Fj 

SP 


BSMM 

1.0426 

32.4-33.6MM 

0.2*0.6 

0.67+0.02 

11.9*0,4 

/ANTaGE 


f 1 

SPj 

M 

aSMM 

1.0646 

32.3-34.4MM 

0.9*0.3 

0.60*0.01 

13.1*0.4 

/ANTaCE too 


f I 

SP 


lOOMM 

1.2372 

33.B-35.&UM 

0.1*0.3 

0.65*0.03 

12.0*0.4 

/ANTaCE ultra tlCHTS 


Fj 

SP 


S6MM 

0.8915 

32.2-34,7MM 

6.1*0.2 

0.41*0.02 

6.3*0.4 

/anTaCE ultra LIGHTS 


Fj 

SPj 

H 

aSMM 

o.eea? 

32.7-33.flHM 

4.6*0.2 

0.36*0.01 

6.2*0.3 

/ANTAGE ultra lights 

100 

F; 

SP 


lOOMM 

1.0552 

36.7-37.OMM 

4.9*0. 1 

0.42*0.02 

6.3*0.4 

/ANTAGE ULTRA LIGHTS 

100 

Fj 

SPi 

M 

lOOMM 

1.0302 

32.9-33.eMM 

4,7*0.2 

0.40*0.02 

6.7*0.3 

/ICEROV 


Fl 

SP 


aSMM 

0.S475 

27.6-30.0MM 

15.0*0.3 

0.93*0.02 

16,6*0.4 

/ICEHOV RICH LIGHTS 


Fl 

SP 


BSMM 

0.9759 

31.1-34.3MM 

9.4*0.3 , 

0.72*0.02 

9.9*0.4 

^ICEflOV RICH LIGHTS 100 

Fl 

SP 


lOOMM 

1. I70B 

37.B-40.0MM 

10.0*0.2 

0.78*0.02 

11.7*0.4 

/ICEROV SUPER LONG 100 

Fl 

SP 


lOOMM 

I . 1013 

33.4-36.6MM 

14.4*0.2 

0.95*0.02 

16.4*0.5 

/IRCiNIA SLIMS 100 


Fj 

SP 


lOOMM 

0.9403 

34,4-36.IMM 

15.1*0.3 

0.06*0.02 

13.7*0.5 

/IRGiNiA SLIMS 100 


Fl 

SPj 

M 

lOOMM 

0,94a 1 

33.7-36.OMM 

15.4*0.3 

0.9S+0.07 

13.7*0.A 

HNCINIA SLIMS LIGHTS 

100 

Fi 

HPj 

M 

lOOMM 

0.9694 

36.6-40.3MM 

7.0*0,3 

0.59*0.02 

7.3*0,5 

/IRGINIA SLIMS LIGHTS 

too 

f 1 

HP 


lOOMM 

0.9635 

36.6-40.2UM 

a.4*0.4 

0.62*0.02 

6.4*0.5 

iVlKSTQN 


f 1 

SP 


aSMM 

o.asaa 

27.2-2fl.7MM 

14.9*0.3 

0.96*0.02 

15.6*0.6 

• 1 hSTON 


Fj 

HP 


BOMM 

0.9507 

25.1-27.3mm 

16.0*0.2 

0.99+0.02 

14.9*0.5 

HhSTOH ioq 


Fj 

SP 


lOOMM 

1.1331 

33.4-35.6MM 

16.0*0.4 

l.OB+0.03 

. 15.5*0.6 

•^lUSTOM INTERNATIONAL 

100 

F| 

HP 


lOOMM 

1.0693 

31.7-35.IMM 

15.9*0.4 

1 ,03*0.03 

14.1*0.5 

>/ihStoh lights 


Fj 

SP 


BSMM 

0.9599 

32.2-34.3MM 

9. 1*0.4 

0.65*0.03 

9.0*0.3 

•HHSTON lights lOO 


Fj 

SP 


lOOMM 

1.1193 

36.2-36.IMM 

11.8*0.2 

0.76*0.02 

14.4+0.4 

ninston ultra 


Fj 

SP 


BSMM 

Q.a769 

3I.B-35.6MM 

5.0*0.2 

0.39*0.02 

6. 1*0.4 

WINSTON ultra 100 


Fj 

SP 


IQOMM 

1.0716 

36.6-3a.9MM 

4.8*0. 1 

0.41*0.01 

6. 1*0.4 


R-regularj lIP>hanl paclct SP-uoft packf nn-»ill^tar, 
Av«rA9«i wal^t rafKicted in graew per cigarette. 

' Bonje in butt leiqth because of varianoa of CMeivArap. 

TPH dry itar) - mllUgrami txjtal particulate natter leaa nicotine and v«tar per cigarette. 
Total ailtalalde reported ae niootlna pdlligraioa per cigarette. 

Carton FtsirMide reported as lallligratne per cigarette. 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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BRAND 

flAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
IJncAtiU^S CiidtA oi Toa] 

TYPE 


2 

D ax 
5 S “3 


■ M'L'TOU 

KING SIZE; 

FILTER; (HARD PACK) 

* 

* 

* 

-lOW 

KING SIZE; 

FILTER; (HARD PACK) 

* 

* 

* 

;'I0M 100 

lOOMM; FILTER; {HARD PACK) 

★ 

* 

* _ 

lARLTON 100 

lOOMM; FILTER; MENTHOL; {HARD PACK) 

1 

0.1 

* 

’ARLTON 100 

lOOMM; FILTER; (HARD PACK) 

1 

0.1 

* 

AMBRIDGEvX 

KING SIZE; 

FILTER- 

1 

0.1 

1 

.ARLTON 

KING SIZE; 

FILTER; MENTHOL 

1 

0.1 

1 

lOW 

KING SIZE; 

FILTER 

1 

0.1 

1 

lOW 

KING SIZE; 

FILTER; MENTHOL 

1 

0.1 

1 

3ENSON & HEDGES 

REG SIZE; FILTER: (HARD PACK) 



? 

Ml 1 1 III 1 

KING SIZE; 

FILTER 

1 

0.1 

2 

.OOL ULTRA ** 

KING SIZE; 

FILTER; MENTHOL 

2 

0.2 

1 

40W 100 

lOOMM; FILTER; MENTHOL 

2 

0.2 

1 

TOW 100 

lOOMM; FILTER 

2 

0.2 

2 

■<ENT III 

KING SIZE; 

FILTER 

3 

0.3 

3 

TRIUMPH 

KING SIZE; 

FILTER; MENTHOL 

3 

0.3 

3 

'TRIUMPH 

KING SIZE; 

FILTER 

3 

0.4 

3 

ICEBERG 100 

lOOMM; FILTER; MENTHOL 

3 

0.3 

4 

LUCKY 100 

lOOMM; FILTER 

3 

0.3 

4 

-lERlT -ULTRA LIGHTS 

KING SIZE; 

FILTER 

4 

Q’.3 

4 .. 

. ultra lights 

KING SIZE; 

FILTER: MENTHOL 

4 

o>3 

J 

^ERIT'OLTRA LIGHTS iUU 

lOUMM; FILTER: MENTHOL 

-A- 

..0...3... 

A 


KING SIZE; 

FILTER? MENTHOL 

4 

0.4 

4 

- ilENT III 10 0 

IDOMM; FILTER 

4 

0.4 

5 

. TRIUMPH 100 

lOOMM; .FILTER 

4 

0.4 

5 

: TRIUMPH 100 

lOOMM; FILTER; MENTHOL 

4 

0.5 

5 

■ JIORAL II 

KING SIZE; 

FILTER 

5 

0.4 

3 

jORAL 11 

KING SIZE; 

FILTER; MENTHOL 

5 

0.4 

3 

: TOOL ULTRA 100 *'* 

lOOMM; FILTER; MENTHOL 

5 

0.4 

4 

^ TAREYTON LIGHTS 

KING SIZE; 

FILTER 

5 

0.4 

4 

' CAMBRIDGE 1001/ 

lOOMM? FILTER 

5 

0.4 


CARLTON 100 

lOOMM; FILTER; MENTHOL 

5 

0.4 

s 

CARLTON 100 

lOOMM; FILTER 

5 

0.4 

5 

SALEM ULTRA 100 

lOOhW; FILTER; MENTHOL 

5 

0.4 

5 

TRUE 

. KING SIZE; 

FILTER 

5 

0.4 

5 

TRUE 

KING SIZE; 

•FILTER; MENTHOL 

5 

0.4 

5 

VANTAGE ULTRA LIGHTS 

KING SIZE; 

FILTER 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 

KING SIZE; 

FILTER; MENTHOL 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 100 lOOMM; FILTER 

5 

0.4 

6 

WINSTON ULTRA 

KING SIZE; 

FILTER 

5 

0.4 

6 

WINSTON ULTRA 100 

lOOMM; FILTER 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS.IOO lOOMM; FILTER; MENTHOL 

■ 5 

0.4 

7 


1 ‘-trt’' - miHigrans total particulate inarter less nicxrtine and water per cigarette. 

2 Kiootine tot-’' «iirj.inSf’c reported in ctilligrems per cigarette. 

_3_ c> .: ± on Mor io x^ -mrbBd in milligrtos per cigarette. 


PM3001060524 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
■ tl'iCAtoiiUis OKiitA o£ TbaJ 
TYPE 


CARLTON 120 
CARLTON 120 
DECADE 
DECADE 

BENSON fc HEDGES ULTRA LIGHT 


it HEDGES ULTRA LIGHT 


TRA LIGHTS 100 




OMNI 100 

PALL MALL EXTRA LIGHT 
TAREYTON LONG LIGHTS 100 
MORE LIGHTS 100 
SALEM SLIM LIGHTS 100 
BRIGHT 100 
L t M LIGHTS 100 
L £< M LIGHTS 100 
VIRGINIA SLI MS LIGHTS 100 
CAMEL LIGHTS 
MORE LIGHTS 100 
TRUE 100 

VIRGINIA SLIMS LIGHTS 100 


SALEM LIGHTS 
TRUE 100 
CAMEL LIGHTS 
L t M LIGHTS 
PALL MALL LIGHT 100 
BELA IR 

GOLDEN LIGHTS 
GOLDEN LIGHTS 
GOLDEN LIGHTS 100 
GOLDEN LIGHTS 100 
.NEWPORT LIGHTS 
NEWPORT LIGHTS 
PARLIAMENT LIGHTS 
RALEIGH LIGHTS 
BELAIR 100 
KOOL LIGHTS 
. VICEROY RICH LIGHTS 
WINSTON LIGHTS 

MERIT _ 

MERIT “ 


SALEM LIGHTS100 
VANTAGE 


120MMJ FILTER; MENTHOL 
120MM? FILTER 
KING SIZE; FILTER 
KING SIZE; FILTER; MENTHOL 
lOOMM; FILTER; MENTHOL; (HARD PACK) 


HARD PACK 


l OOMM; FILTER _ 

ING SIZE; FILTER; MENTHOL 
lOOMM; FILTER; MENTHOL 
KING SIZE; FILTER 
lOOMM; FILTER 

lOOMM; FILTER; MENTHOL; {HARD PACK) 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

lOOMM; FILTER; MENTHOL 

lOOMM? FILTER 

lOOMM; FILTER; MENTHOL 

lOOMM; FILTER; MENTHOL: (HARD PACK) 


lOOMM; 


(HARD pack! 


KING SIZE; FILTER; (HARD PACK) 
lOOMM; FILTER? (HARD PACK) 
lOOMM; FILTER 
lOOMM; FILTER; (HARD PACK) 

KING SIZE; FILTER; MENTHOL 
lOOMM; FILTER; MENTHOL 
KING SIZE; FILTER 
KING SIZE; FILTER 
lOOMM; FILTER 

KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER 
KING SIZE; FILTER; MENTHOL 
lOOMM; FILTER; MENTHOL 
lOOMM; FILTER 

KING SIZE; FILTER; MENTHOL 
KING SIZE;FIL?MENTHOL; (HARD PACK) 
KING SIZE; FILTER; (HARD PACK 


RING SIZE; FILTER 
lOOMM; FILTER; MENTHOL 
KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER 
KING SIZE; FILTER 

KING SIZE; FILTER _ 

KING SIZE; FILTER; MENTHOL_ 


OOMM; FILTER; MENTHOL 
KING SIZE; FILTER 


a aS 
- P §5 
« S 

5 3 

6 0.5 4 

6 0.6 5 

€ 0.5 5 

6 0.5 5 

6 0.5 6 


6 0.5 7 

6 0.5 8 

7 0.6 6 

7 0.6 6 

7 0.6 7 

7 0,6 8 

7 0.6 8 

7 0.6 10 

8 0.8 5 

8 O.B 6 
8 Q.6 7 

8 0.6 8 
8 0.6 8 
8 0.6 8 
8 0.6 8 
8 0.6 9 

8 0.6 9 

8 0.6 10 

9 0.8 7 

9 0.8 7 

9 0.7 9 

9 0.7 9 

9 0.7 9 

9 0.7 9 

9 0.8 9 

9 0.7 9 

9 0.7 9 


9 0.7 9 
9 O'.7 10 
9 0.7 10 
9 0.7 10 
9 0.6 10 
9 0.6 11 
9 0.6 11 


9 0.7 11 
9 0.7 12 


"Tar* - milligrEBns total particulate matter less niootijje and water per cigarette. 
Nicotine total aUuaoids reported in milligrans per cigarette. 

QLTfcon >toro>dj(3e repcorted in iti Hi grans per cigarette. 

IrdicBtef ■’tax' belcw 0.5 mg.: niootir* below 0.05 wg. or cartxxi ncn cixjrte 
below 0.5 mg. per cigarette. 


PM3001060525 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

O/idtA ffj 

^RAND TYPE 

.AMS 

7ANTAGE 100 lOOMM; FILTER 

tOOL LIGHTS 100 lOOMM; FILTER; MENTHOL 

ARLIAMENT LIGHTS KING SIZE: FILTER 

' w 

V- 

9 

10 

1 n 

•<4 

ku 

2 

O 

o 

s 

0.7 
0.8 
n . 7 

Ss >< 

•"S 

12 
• 9 

9 

JEWPORT LIGHTS 100 


lOOMM; FILTER; MENTHOL 

10 

0.8 

10 

_5ATIN 100 


lOOMM; FILTER 

10 

0.8 

10 

/?ENSON E. HEDGES LIGHTS 

100 

lOOMM; FILTER; MENTHOL 

10 

0.7 

11 



KING SIZE; FILTER;“(HARD PACkI 

10 

0.7 

11 



KING SIZE; FILTER; MENTHOL 

10 

0.7 

11 

(3LD GOLD LIGHTS 



10 

T7T 

TI- 

4ATIN 100 


lOOMM; FILTER; MENTHOL 

10 

0.8 

11 

/BENSON t HEDGES LIGHTS 

100 

lOOMM; FILTER 

10 

0,7 

12 



lOOMM; FILTER; MENTHOL 

If) 

n.7 

■i2 . 

^LEIGH LIGHTS 100 


lOOMM; - FILTER 

10 

0.8 

12 

VICEROY RICH LIGHTS 100 


lOOMM; FILTER 

10 

0.8 

12 

y'ANTAGE 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

13 

ARLIAMENT LIGHTS 100 


lOOMM; FILTER 


0.9 

10 

/luCKY STRIKE 


KING SIZE; FILTER 




/TIaRLBORO LIGHTS 


KING SIZE; FILTER 


■tin 

RVHi 



lOOMM; FILTER; MENTHOL 

11 

0.7 

11 

KOOL MJ.LDS 


King SIze; filter; menthol 

11 

"0."8 

12 

LUCKY STRIKE 


KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

12 

MARLBORO LIGHTS 100 


lOOMM; FILTER 

n 

Elil 

12 

rebel 


KING SIZE; FILTER 

11 

0.9 

12 

. KOOL MILDS 100 


lOOMM; FILTER; MENTHOL 

11 

0.8 

13 

.rj»ERlT 100 


lOOMM; FILTER 

11 

Qt7 

13 

SILVA THINS 100 


lOOMM; FILTER 

12 

1.0 

9 

J?ILVA THINS 100 


lOOMM; FILTER; MENTHOL 

12 

1.0 

9 

/Cent 


KING SIZE;"FILTER 

12 

0.9 

11 

./rsULTIFILTERx/ 


KING SIZE; FILTER 

12 

0.8 

11 



KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

12 

)<^BEL 100 


lOOMM; FILTER 

12 

1.0 

13 

f^AMEL LIGHTS 100 


lOOMM; FILTER 

12 

0.8 

14 

(/)iNSTON LIGHTS 100 


lOOMM; FILTER 

12 

0.8 

14 

^^ultifilter/"^ 


KING SIZE; FILTER; MENTHOL 

13 

0.8 

11 

ij^RK LIGHTS 


KING SIZE; FILTER, 

13 

0.9 

12 

^ALL MALL LIGHT 100 


• lOOMM; FILTER; MENTHOL 

13 

1.0 

12 

•SVE LIGHTS 100 


lOOMM; FILTER 

13 

1.0 

13 ■ 

EVE LIGHTS 100 


lOOMM; FILTER; MENTHOL ■ 

13 

1.0 

13 

NEWPORT RED 


RING SIZE; FILTER 

13 

1.0 

15 

NEWPORT RED 


KING SIZE; FILTER; (HARD PACK) 

13 

1.0 

15 

EVE LIGHTS 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

1.0 

11 

SVE LIGHTS 120 


120MM; FILTER; (HARD PACK) 

14 

1.1 

11 

KENT 100 


lOOMM; FILTER 

14 

1.0 

12 

1 'Tbt* irlHi^rarns tcitJil particulate matter less niastine. a?tJ water per cigarette. 




2 K? ;55irje aDtaloids repegted in Jnilli5r2crs per cigarette. 




-r __ , .. 


_ 





PMSOOl 060526 

Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

InCAMAoig 0\dtA o{ Toa) 

TYPE 


Lt M 
> t M 
./JSlRK 
/^PINE/ 

VtARK LIGHTS 100 
'SARATOGA 1201/ 


.SARATOGA 120v/ _ 


M 100 
TT^YTON 
TWIEYTON 100 
VICEROY SUPER LONG 100 
ENSON- & HEDGES 




■RLBORO_ 


^LEM 100 

CAMEL 

/9ARLBORO 

Cr. MORIT^00 

^;T. MORITZ 100 

i/ ^RGINIA SLIMS 100 

Virginia sl ims loo _ 

CHESTERFIELD 
-JVLAXYv/ 


• iESTERFIELD 100 
itOOL SUPER LONGS 100 
i^LEIGH 

Winston 

VICEROY 
/TOORE 120 
^VLEM 

yJiNSTON INTERNATIONAL 100 

/Cool 

^RK 100 
fALL MALL 100 
VMNSTON 

Montclair 
Raleigh lOO 

t/JiNSTON 100 
/NEWPORT 

Benson & hedges lOO_ 


ENSON & HEDGES 100 


OOL 

/7lARLBORO_ _ 


KING SIZE; FILTER 

KING SIZE; FILTER; {HARD PACK) 

KING SIZE; FILTER 

KING SIZE; FILTER^ MENTHOL _ 

lOOMM; FILTER \ 

120MM; FILTER; (HARD PACK)_ 


120MM; FILTER; MENTHOL; (HARD PACK) 


FILTER 


KING SIZE; FILTER 
lOOMM; FILTER 
lOOMM; FILTER 

KING SIZE; FILTER; (HARD PACK) 


lOOMM; FILTER; MENTHOL 
KING SIZE;FIL;MENTHOL;(HARD PACK 


OMM; FILTER; MENTHOL 
KING SIZE; FILTER 

KIN G SIZE; FILTER; MENTHOL _ 

'^^OMM; FILTER 

lOOMM; FILTER; MENTHOL 

lOOMM; FILTER __ 

lOOMM; FILTER; MENTHOL _ 

KING SIZE; FILTER 

KING SIZE; FILTER_ 


MM; FILTER 
lOOMM; FILTER; MENTHOL 
KING SIZE; FILTER 
KING SIZE; FILTER 
KING SIZE; FILTER 
12OMM; FILTER; MENTHOL 
KING SIZE; FILTER; MENTHOL 
lOOMM; FILTER; (HARD PACK) 

KING SIZE;FIL;MENTHOL;(HARD PACK) 
lOOMM; FILTER 
lOOMM; FILTER 

KING SIZE; FILTER; (HARD PACK) 

KING SIZE; FILTER; MENTHOL 
lOOMM; FILTER 
lOOMM; FILTER 

KING SI2E;PIL;MENTH0L; (HARD PACK) 
lOOMM; FILTER; MENTHOL; (HARD PACK) 
lOOMM; FILTER; (HARD PACK) 

KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER (HARD PACK) 


2 S 

— ^ § 

« s ^ s 

IS s § 
14' 0.9 13 
14 0.9 13 
14 1.0 13 
14 0.8 14 
14 1.0 14 
J1 4 


14 1.0 14 


14 1 
14 1 

14 1 

15 1 


15 1 
15 0 


15 1 
15 1 
15 0 
15 1 
15 1 



.0 16 
.1 13 


.2 13 
.9 13 


.0 13 
.0 14 
.9 14 
.1 14 
.1 14 


15 1.0 15 


15 1. 
15 1. 
15 1. 
15 1. 
15 0. 

15 1. 

16 1. 
16 1. 
16 1. 
16 1. 
16 1. 
16 1. 
16 1. 

16 i. 
16 1. 
16 1, 

17 1. 
17 1. 
17 1. 
17 1. 


0 16 
0 16 
0 16 
0 16 
9 17 
2 18 
0 14 
0 14 
1 15 

1 15 

2 15 
0 15 
0 16 
1 16 
1 16 
1 17 
1 15 
1 15 
1 15 
1 15 


•T»r’ - nallissrecTB total particulate matter les« nicotine and vater per cigai-ette. 
Kiootine aiXaloids report ed in milligraans per ci 9 arette. 

i-Lra^CDtide repccrte^ in milligcraBrnB per cigaxette. 


PM3001060527 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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aaAND 

lAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
flncAtflXiJtg OKdt\ oi T*\) 

TYPE 


ec S 5c S 

k- a: a 


- // wn>4.i^wxv>../ ^ w w 

ARLBORO 100 

lOOMM; FILTER; (HARD PACK) 

17 

1.1 

■'15 

-e SNSON & HEDGES 100 

lOOMM; filter 

17 

1.1 

16 

>i ENSON S. HEDGES lUU 


17 

i,i 

16 , 

ALF Sl half 

KING SIZE; FILTER 

17 

1.2 

16 

//)ARLBORO 

KING SIZE; FILTER 

17 

1.0 

16 

ALL 120 

120MM; Filter; menthol 

17 

1.3 

16 

EWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.1 

17 

ALL MALL 

KING SIZE; FILTER 

. 17 

1.1 

17 

/Long johns 120 

120MM; FILTER; MENTHOL 

17 

1.3 

18 

/WORE 120 

12DMM; FILTER 

17 

1.1 

20 

/ICAYUNE 

REG SIZE; NON-FILTER 

18 

1.0 

14 

/JAX 120 

120MM; FILTER 

18 

1.4 

17 

Z^lAX 120 

120MM; FILTER; MENTHOL 

18 

1.4 

17 

AlD GOLD FILTER 

KING SIZE; FILTER 

18 

1.2 

18 

/_.ONG JOHNS 120 

120MM; FILTER 

18 

1.3 

19 

■CORING 100 

lOOMM; FILTER; MENTHOL 

19 

1,0 

16 

^ALL 120 

120MM; FILTER 

19 

1.5 

19 

^AMEL 

REG SIZE; NON-FILTER 

20 

1.2 

12 


REG SIZE; NON-FILJER; MENTHOL 

20 

1.2 

14 

AEWPORT 100 

lOOMM; FILTER; MENTHOL 

20 

1.4 

19 

i^)LD GOLD FILTER 100 

lOOMM; FILTER 

20 

1.4 

19 

CHESTERFIELD ' 

REG SIZE; NON-FILTER 

21 

1.2 

12 

yC^NGLISH OVALSv/ 

REG SIZE; NON-FILTER; (HARD PACK) 

22 

1.5 

12 

-Philip morrisv/ 

REG SIZE; NON-FILTER 

22 

1.3 

13 

ZfDCKY STRIKE 

REG SIZE; NON-FILTER 

24 

1.4 

16 

Tall mall 

KING SIZE; NON-FILTER 

24 

1.4 

16 

^LEIGH 

KING SIZE; NON-FIL^R 

24 

1.4 

17 

/Ihesterfield 

KING SIZE; NON-FILTER 

25 

1.5 

J.5 

//.ERBERT TAREYTON 

KING SIZE; NON-FILTER 

26 

1.7 

16 

Old GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

18 

^HLIP morris COMMANDER 

KING SIZE; NON-FILTER 

XIPlKJ—P T T .'T'PT? ♦ fWiPH 

27 

27 

1.6 
1 9 

15 

15 

i^ULL DURHAM 

KING SIZE; FILTER 

28 

■1.8 

23 

English ovals✓ 

KING SIZE; NON-FILTER; (HARD PACK) 

29 

2.1 

15 


1 — mmU ya -TB txrt^ paiXicul^te n at -t e r less nlcertijte iind voter per edgarette. 

2 fUaytJLne fcr'il i -e port ed in milligrams per cigarette. 


PM3001060528 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
(lacAtiuiafi dijieA ci KLaotint) 


*.1 

u 

Ui 

IRAND 

TYPE 


2 

% 

Sk 

NAME 



O 

s 


CAMBRIDGE 

KING SIZE; FILTER; (HARD PACK) 

★ 


* 

CARLTON 

KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

NOW 

KING SIZE; FILTER; (HARD PACK) 

★ 

★ 

* 

NOW 100 

lOOMM; FILTER; (HARD PACK) 

■* 

* 

* 

CARLTON 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

1 

0.1 


CARLTON 100 

lOOMM; FILTER; (HARD PACK) 

1 

0.1 

* 

CAMBRIDGE 

KING SIZE; FILTER 

1 

0.1 

1 

-CARLTON 

KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

NOW 

KING SIZE; FILTER 

1 

0.1 

1 

lOW 

KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

3ENSON t HEDGES. 

. REG SIZE; FILTER; (HARD PACK) 

1 

0.1 

2 

CARLTON 

KING SIZE; FILTER 

1 

0.1 

2 

XOOL ULTRA ** 

KING SIZE; FILTER; MENTHOL 

2 

0.2 

1 

NOW 100 

lOOMM; FILTER; MENTHOL 

2 

0.2 

1 

NOW 100 

lOOMM; FILTER 

2 

0.2 

2 

<.ENT III 

KING SIZE; FILTER 

3 

0.3 

3 

TRIUMPH 

KING SIZE; FILTER; MENTHOL 

3 

0.3 

3 

'ICEBERG 100 

lOOMM; FILTER; MENTHOL 

3 

0.3 

4 

LUCKY *1D0 

lOOMM; FILTER 

3 

0.3 

4 

-fERIT ULTRA LIGHTS 

KING SIZE; FILTER 

4 

0.3 

4 

^ERIT ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

4 

0.3 

4 

MERIT ULTRA LIGHTS 100 lOOMM; FILTER; MENTHOL 

4 

0.3 

4 

TRIUMPH , 

KING SIZE; FILTER 

3 

0.4 

3 

SALEM ULTRA 

KING SIZE; FILTER; MENTHOL 

4 

0.4 

4 

KENT III 100 

lOOMM; FILTER 

4 

0.4 

5 

TRIUMPH 100 

lOOMM; FILTER 

4 

0.4 

5 

XJRAL II 

KING SIZE; FILTER 

5 

0.4 

3 

CORAL 11 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

3 

<OOL ULTRA 100 ** 

lOOMM? FILTER; MENTHOL 

5 

0.4 

4 

■’AREYTON LIGHTS ' 

KING SIZE; FILTER 

. 5 

0.4 

4 

CAMBRIDGE 100 

lOOMM; FILTER 

5 

0.4 

5 

US^RlTON 100 

lOOMM; FILTER; MENTHOL 

5' 

0.4 

5 

ZARLTON 100 

lOOMM; FILTER 

5 

0.4 

5 

■ SALEM ULTRA 100 

lOOMM; FILTER; MENTHOL 

5 

0.4 

5 

TRUE 

KING SIZE; FILTER 

5 

0.4 

5 

TRUE 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

5 

/ANTAGE ULTRA LIGHTS 

KING SIZE; FILTER. 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 

100 lOOMM; FILTER 

5 

0.4 

6 

WINSTON ULTRA 

KING SIZE; FILTER 

5 

0.4 

6 

WINSTON ULTRA 100 

lOOMM; FILTER 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 

100 lOOMM; FILTER; MENTHOL 

5 

0.4 

7 

TRIUMPH 100 

lOOMM; FILTER; MENTHOL 

4 

0.5 

5 


a “Tar* - miilignuw total particulate matter less nicotine ait3 veter per cigarette. 

2 total aJUtalDiis reverted in milligrams per cigarette. 

3 Carfc^. «?cirtad in milligrams per cigarer^. _ 


PM3001060529 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CO CONTENT OP TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

{1ncA.taiZng OfidtA. Ktcotint) 


RAND 


TYPE 



— ^ 

& w 

C-l o 
3 

;AME 




5 

JOU^TON 120 


120MM; FILTER* MENTHOL 

6 

0/5 

4 

jecade 


KING SIZE; FILTER 

6 

0.5- 

5 

5ECADE 


KING SIZE; FILTER; MENTHOL 

6 

0,5 

5 

ENSON Sc HEDGES ULTRA 

LIGHT 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

6 

0.5 

6 

ENSON £< HEDGES ULTRA 

LIGHT 

lOOMM; FILTER; (HARD PACK) 

6 

0.5 

6 

tERIT ULTRA LIGHTS 100 

lOOMM; FILTER 

6 

0.5 

7 

BRIGHT 


KING SIZE; FILTER; MENTHOL 

£ 

0.5 

8 

CARLTON 120 


120MM; FILTER 

6 

0.6 

5 

CIWI 100 


lOOMM; FILTER; MENTHOL 

7 

0.6 

6 

PALL MALL EXTRA LIGHT 


KING SIZE; FILTER 

7 

0.6 

6 

TAREYTON LONG LIGHTS 100 

lOOMM; FILTER 

7 

0.6 

7 

MORE LIGHTS 100 


lOOMM; FILTER; MENTHOL; (HARD PACK) 

7 

0.6 

8 

SALEM SLIM LIGHTS 100 


lOOMM; FILTER; MENTHOL; (HARD PACK) 

7 

0.6 

8 

BRIGHT 100 


lOOMM; FILTER; MENTHOL 

7 

0.6 

10 

VIRGINIA SLIMS LIGHTS 

100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

7 

CAMEL LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 


lOOMM; FILTER; (HARD PACK) 

B 

0.6 

8 

TRUE 100 


lOOMM; FILTER 

-8 

0.6 

B 

•/IRGINIA SLIMS LIGHTS 

100 

lOOMM; FILTER; (HARD PACK) 

8 

0.6 

8 

SALEM LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.6 

9 

TRHE 100 


lOOMM; FILTER; MENTHOL 

B 

0.6 

9 

:UW4EL LIGHTS 


KING SIZE; FILTER 

8. 

0.6 

10 

PARLIAMENT LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

WINSTON LIGHTS 


KING SIZE; FILTER 

9 

0.6 

10 

lERIT 


KING SIZE'; FILTER 

9 

0.6 

11 

<ERIT 


KING SIZE; FILTER; MENTHOL 

9 

0.6 

11 

3ELAIR 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

9 

30LDEN LIGHTS 


KING SIZE; FILTER 

^ 9 

0-7 

9 

BOLDEN LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

9 

GOLDEN LIGHTS 100 


lOOMM; FILTER; MENTHOL 

9 

0.7 

9 

NEWPORT LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

9 

NEWPORT LIGHTS 


KING SIZE;F1L;MENTH0L; (HARD PACK) 

9 

0.7 

9 

RALEIGH LIGHTS 


KING SIZE; FILTER 

9 

0.7 

9 

BELAIR 100 


lOOMM; FILTER; MENTHOL 

9 

0.7 

10 

KOOL LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

10 

VICEROY RICH LIGHTS 

• 

KING SIZE; FILTER 

9 

0.7 

10 

SALEM LIGHTS 100 


lOOMM; FILTER; MENTHOL 

9 

0.7 

11 

VANTAGE 


KING SIZE; FILTER 

9 

0:.7 

12 

VANTAGE 100 


lOOMM; FILTER 

9 

0.7 

12 

PARLIAMENT LIGHTS 


KING SIZE; FILTER ' 

10 . 

0.7 

9 

BENSON Sc HEDGES LIGHTS 100 

lOOMM; FILTER; MENTHOL 

10 

0.7 

11 

-MARLBORO LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

NORTHWIND 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

11 


J “UK"’ - milligrwiB. tatal particulate matter less nicotine ancJ wter per cigarette. 

2 Ntcttine total alfcalcias reported in itilligrants per cigarette. 

3 Cartcin rcnatiiie repurtad in nulligrams per cigarett e . 


PM3001060530 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


BRAND 

4AME 

{IncAtAiijig 0^dvt o£ 

TYPE 

■< 

h- 

% 

UJ 

S5 

u o 
=1 

BENSON & HEDGES LIGHTS 

100 lOOMM; 

FILTER 

10 

0.7 

12 

MERIT 100 

lOOMM; 

FILTER; MENTHOL 

10 

0.7 

12 

VANTAGE 

KING SIZE; 

FILTER; MENTHOL 

10 

0.7 

13 

MARLBORO LIGHTS 

KING SIZE; 

FILTER 

11 

0.7 

11 

NORTHWIND 100 

lOOMM; 

FILTER; MENTHOL 

11 

0.7 

11 

MARLBORO LIGHTS 100 

lOOMM; 

FILTER 

11 

0.7 

12 

MERIT 100. 

lOOMM; 

FILTER 

11 

0.7 

13 

L fc M LIGHTS 100 

lOOMM; 

FILTER 

8 

0.8 

5 

L t M LIGHTS 100 

IQOMM, 

FILTER; MENTHOL 

8 

0.8 

S 

L t M LIGHTS 

KING SIZE; 

FILTER 

9 

0.8 

7 

3ALL MALL LIGHT 100 

lOOMM 

FILTER 

9 

0.8 

7 

JOLDEN LIGHTS 100 

lOOMM 

FILTER- 

9 

0.8 

9 

'^OOL LIGHTS 100 

lOOMM 

FILTER; MENTHOL 

10 

0.8 

9 

JJEWPORT LIGHTS 100 

lOOMM 

FILTER; MENTHOL 

10 

0.8 

10 

SATIN 100 

lOOMM 

; FILTER 

10 

0.8 

10 

OLD GOLD LIGHTS 

KING SIZE; 

FILTER 

10 

0.8 

11 

SATIN 100 

lOOMM 

FILTER; MENTHOL 

10 

0.8 

11 

RALEIGH LIGHTS 100 

lOOMM 

FILTER 

10 

0.8 

12 

VICEROY RICH LIGHTS lOO 

lOOMM 

FILTER 

10 

0.8 

12 

LUCKY STRIKE 

KING SIZE; 

FILTER 

11 

0.8 

11 

KOOL MILDS 

KING SIZE; 

FILTER; MENTHOL 

11 

0.8 

12 

LUCKY STRIKE 

KING SIZE; 

FILTER; (HARD PACK) 

11 

0,8 

12 

KOOL MILDS 100 

lOOMM 

; FILTER; MENTHOL 

11 

0.8 

13 

MULTIFILTER 

KING 

SIZE; 

FILTER 

12 

0.8 

11 

CAMEL LIGHTS 100 

lOOMM; FILTER 

12 

0.8 

14 

WINSTON LIGHTS 100 

lOOMM; FILTER 

12 

'0.8 

14 

MULTIFILTER 

KING 

SIZE; 

FILTER; MENTHOL 

13 

0.8 

11 

ALPINE . 

KING 

SIZE; 

FILTER; MENTHOL 

14 

0.8 

14 

PARLIAMENT LIGHTS 100 

lOOMM 

; FILTER 

11 

0.9 

10 

REBEL 

KING 

SIZE; 

FILTER 

11 

0.9 

12 

.<.ENT 

KING 

SIZE; 

FILTER 

12 

0.9 

11 

KENT 

KING 

SIZE, 

FILTER; (HARD PACK) 

12 

0.9 

12 

JiRK LIGHTS 

KING 

SIZE 

FILTER 

13 

0.9 

12 

^ iL H 

KING 

SIZE 

FILTER 

14 

0.9 

13 

L & M 

KING 

SIZE 

FILTER; (HARD PACK) 

14 

0.9 

13 

SARATOGA 120 

120MM 

; FI I 

^TER; (HARD PACK) 

14 

0.9 

14 

MARLBORO 

KING 

SIZE 

FIL;MENTHOL;(HARD PACK) 

15 

0.9 

13 

MARLBORO 

KING 

SIZE 

FILTER; MENTHOL 

15 

0.9 

14 

GALAXY 

KING 

SIZE 

FILTER 

15 

0.9 

15 

VICEROY 

KING 

SIZE 

FILTER 

15 

0.9 

17 

SILVA THINS 100 

lOOMM 

; FILTER 

12 

1.0 

9 

SILVA THINS 100 

■ lOOMM 

; FILTER; MENTHOL 

12 

1.0 

9 

REBEL 100 

100I<W; FILTER 

12 

1.0 

13 


1 "Tio:" - willigrwns total particulate jnatter less nicotine ard wster per ciwarette. 
3 tsrtitl ^Dc^lodAs rtspcrxad in mi T ^ per cifpaxetlie. 

3 Cartxari reported in mi,I3-i yrar r i s per cigarette» 

.r+.^.r fJ m-T • T^inn4'iT>«* fJ. £>*» «t 3 . . tt fr' 


PM3001060531 

Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE ANO CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


.RAND 

:ame 

(IncAcAiins OfjliA oi Wtcaluie.) 

TYPE 


2 

H* 

s 


ALL MALL LIGHT 100 

lOOMM; FILTER; MENTHOL 

13 

1.0 

l'2 

.VE LIGHTS 100 

lOOMM; FILTER 

13 

1.0 

13 

5VE LIGHTS 100 

lOOMM; FILTER; MENTHOL 

13 

1.0 

13 

tEWPORT RED 

KING SIZE; FILTER 

13 

1.0 

15 

NEWPORT RED 

KING SIZE; FILTER; (HARD PACK} 

13 

1 .0' 

15 

EVE LIGHTS 120 

12CMM; FILTER; MENTHOL; (HARD, PACK) 

14 

1 .0’ 

11 

KENT 100 

lOOMM; FILTER 

14 

1.0 

12 

LARK 

KING SIZE; FILTER 

14 

1.0 

13 

LARK LIGHTS 100 

lOOMM; FILTER 

14 

1.0 

14 

SARATOGA 120 

120mm; FILTER; MENTHOL; (HARD PACK) 

14 

1.0 

14 

L & M 100 

lOOMM; FILTER 

14 

1.0 

15 

TAREYTON 

KING SIZE; FILTER 

14 

1.0 

15 

TAREYTON 100 

lOOMM; FILTER 

14 

1.0 

15 

VICEROY SUPER LONG 100 

lOOMM; FILTER 

14 

1.0 

16 

SALEM 100 

lOOMM; FILTER; MENTHOL 

15 

1.0 

13 

CAMEL 

KING SIZE; FILTER 

15 

1.0 

14 

VIRGINIA SLIMS 100 

lOOMM; FILTER 

15 

1.0 

14 

7IRGINIA SLIMS 100 

lOOMM; FILTER; MENTHOL 

15 

1.0 

14 

:hesterfield 

KING SIZE; FILTER 

15 

1.0 

15 

CHESTERFIELD 100 

lOOMM; FILTER 

15 

1.0 

16 

KOOL SUPER LONGS 100 

lOOMM; FILTER; MENTHOL 

IB 

1.0 

16 

lALEIGH 

KING SIZE; FILTER' 

15 

1.0 

16 

WINSTON 

KING SIZE; FILTER 

15 

1.0 

16 

SALEM 

KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

7INSTON INTERNATIONAL 

100 lOOMM; FILTER; (HARD PACK) 

16' 

1.0 

14 

WINSTON 

KING SIZE; FILTER; (HARD PACK) 

16 

1.0 

15 

MONTCLAIR 

KING SIZE; FILTER; MENTHOL 

16 

1.0 

16 

MARLBORO 

KING SIZE; FILTER 

17 

1.0 

16 

PICAYUNE 

REG SIZE; NON-FILTER 

18 

1.0 

14 

SPRING 100 

lOOMM; FILTER; MENTHOL 

19 

1.0 

16 

EVE LIGHTS 120 

120MM; FILTER; (HARD PACK) 

14 

1.1 

11 

BENSON & HEDGES 

KING SIZE; FILTER; (HARD PACK) 

15 

1.1 

13 

ST. MORITZ 100 

lOOMM; FILTER 

15 

1.1 

14 

ST. MORITZ 100 

lOOMM; FILTER; MENTHOL 

15 

1.1 

14 

KOOL 

KING SIZE;FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

LARK 100 

lOOMM; FILTER 

16 

1.1 

15 

RALEIGH 100 

lOOMM; FILTER 

16 

1.1 

16 

WINSTON 100 

lOOKIM; FILTER 

16 

1.1 

16 

NEWPORT 

'* KING SIZE;FIL;MENTHOL; (HARD PACK) 

16 

1.1 

17 

BENSON & HEDGES 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

15 

BENSON L HEDGES 100 

lOOMM; FILTER; (HARD PACK) 

17 

1.1 

15 

KOOL 

KING SIZE; FILTER; MENTHOL 

17 

1.1 

15 

MARLBORO 

KING SIZE; FILTER (HARD PACK) 

17 

1.1 

15 


1 “Tar' “ snilligrams total particulate matter less niootine an3 «ster per cigarette. 

2 NicE>tine total alkaloids reported in milligrams per cigarette. 

3 Carfm MorcDdde reported in milligrams per cigarette. 

* Indicates *tar' beic*.’ C.5 mj,/ nicotine belcw 0,05 ng. car cartxn i mi^n dfii» 
telow 0.5 tng. per cigarette. 

-l A TTICT KrtST .tn.tTa 1 ff , 

PMSdm 060532 

Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 



PAGE 


5 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 



tlncatesin^ O^dtA. 


kU 


JRAND 


TYPE 


% 

% Ck 

NAME 





V G 
^ ft 

' ■ 



MS 

S 

03 

MARLBORO 100 


lOOMM; FILTER 

17 

1.1 

15 

-lARLBORO 100 


lOOMM; FILTER; (HARD PACK) 

17 

1.1 

15 

JENSON & HEDGES 

100 

lOOMM; FILTER 

17 

1.1 

16 

BENSON L HEDGES 

100 

lOOMM; FILTER; MENTHOL 

17 

1.1 

16 

NEWPORT 


KING SIZE; FILTER; MENTHOL 

17 

1.1 

17 

PALL MALL 


KING SIZE; FILTER 

17 

1.1 

17 

MORE 120 


120MM; FILTER 

17 

1.1 

20 

:ent 100 


lOOMM; FILTER; MENTHOL 

15 

1.2 

13 

<0RE 120 • 


120MM; FILTER; MENTHOL 

15 

1.2 

18 

■ •>ALL MALL 100 


lOOMM; FILTER 

16 

1.2 

15 

tALF & HALF 


KING SIZE; FILTER 

17 

1.2 

16 

iLD GOLD FILTER 


KING SIZE; FILTER 

18 

■ 1.2 

18 

JIMEL 


. , REG SIZE; NON-FILTER 

20 

1.2 

12 

•OOL 


REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

■ NESTERFIELD 


REG SIZE; NON-FILTER 

21 

1.2 

12 

:all 120 


120MM; FILTER; MENTHOL 

17 

1.3 

16 

ONG JOHNS 120 


120MM; FILTER; MENTHOL 

17 

1.3 

18 

.ONG JOHNS 12.0. 


120MM; FILTER 

18 

1.3 

19 

PHILIP MORRIS 


REG SIZE; NON-FILTER 

22 

1.3 

13 

MAX 120 


120MM; FILTER 

18 

1.4 

17 

lAX ITCr 


120MM; FILTER; MENTHOL 

18 

1.4 

17 ' 

iEWPORT 100 


lOOMM; FILTER; MENTHOL 

20 

1.4 

19 

)LD GOLD FILTER 

100 

lOOMM; FILTER 

20 

1.4 

19 

■UCKY STRIKE 


REG SIZE; NON-FILTER 

24 

1.4 

16 

ALL MALL 


KING SIZE; NON-FILTER 

24 

1.4 

16 

tALEIGH 


KING SIZE; NON-FILTER 

24 

1.4 

17 

TALL 120 


120MM; FILTER 

19 

■i.5 

19 

ENGLISH OVALS 


REG SIZE; NON-FILTER; (HARD PACK) 

22 

1.5 

12 

THESTSRFIELD 


KING SIZE; NON-FILTER 

25 

1.5 

15 

LD COLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

18 

HILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

27 

1.6 

15 

ERBERT TAREYTON- 

KING SIZE; NON-FILTER 

26 

1.7 

16 

.ULL DURHAM 


KING SIZE; FILTER 

28 

1.8 

23 

LAYERS 


REG SIZE; NON-FILTER; (HARD PACK) 

27 

1.9 

15 

NGLISH OVALS 


KING SIZE; NON-FILTER; (HARD PACK) 

29 

2.1 

15 


Tar" - BilligrwTis total particulate netter less nicotine and wter per cigarette. 

Nicotiw total alXaloi^ reported in railiigrams per cigarette, 
j Carttm re myide r^arted in ndlligraens per cigarette. 

‘ IjylicatEs "tar" below 0.5 ng.: nicotine below 0.05 mg. car carixn ncnoxide 
below 0.5 eg. per cigarette. 

•• See ctr'-rrant in toct concerning Kool nitre br and s. 

‘ " ' ' ’ PM3001060533 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR KICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 



{laOUfliing OJidtA ai Dwion UenoxZdt) 


Ul 

LO 

% & 

^RAND 

TYPE 

p. 

% 

S5 

AME 


CK 

O 

Cj 

ep« 

% 


JkMBRIDGE 

KING SIZE; FILTER; {HARD PACK) 

★ 

* 

* 

CARLTON 

KING SIZE; FILTER; (HARD PACK) 

* 

ie 

* 

'J^RLTON 100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

1 

0.1 

* 

CARLTON 100 

lOOMM; FILTER; (HARD PACK) 

1 

0.1 

★ 

NOW 

KING SIZE; FILTER; (HARD PACK) 

★ 

★ 

★ 

lOW 100 

lOOMM; FILTER; (HARD PACK) 

A 

* 

* 

ZAMBRIDGE 

KING SIZE; FILTER 

1 

0.1 

1 

CARLTON 

KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

i^OOL ULTRA ** 

KING SIZE; FILTER; MENTHOL 

2 

0.2 

1 

. 'OW 

KING SIZE; FILTER 

1 

0.1 

1 

'6w - 

KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

OW 100 

lOOMM; FILTER; MENTHOL 

2 

0.2 

1 

ENSON & HEDGES 

REG SIZE; FILTER; (HARD PACK) 

1 

0.1 

2 

'ARLTON 

KING SIZE; FILTER 

1 

0.1 

2 

DW 100 

lOOMM; FILTER 

2 

0.2 

2 

ORAL II 

KING SIZE; FILTER 

5 

0.4 

3 

ORAL II 

KING SIZE; FILTER; MENTHOL 

5 

0.4 

3 

ENT III 

KING SIZE; FILTER 

3 

0.3 

3 

RIUMPH 

KING SIZE; FILTER; MENTHOL 

3 

0.3 

3 

- 'RIUMPH 

KING SIZE; FILTER 

3 

0.4 

3 

'ARLTON 120 

120MM; FILTER; MENTHOL 

6 

0.5 

4 

CEBERG 100 

lOOMM; FILTER; MENTHOL 

3 

0.3 

4 

OOL ULTRA 100 ** 

lOOMM;. FILTER; MENTHOL 

5 

0.4 

4 

..UCKY 'iOO 

lOOMM; FILTER 

3 

0.3 

4 

lERIT ULTRA LIGHTS 

KING SIZE; FILTER 

4 

'0.3 

4 

-fERIT ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

4 

0.3 

4 

’ERIT ULTRA LIGHTS 100 

lOOMM; FILTER; MENTHOL 

4 

0.3 

4 

ALEM ULTRA 

KING SIZE; FILTER; MENTHOL 

4 

0.4 

4 

AREYTON LIGHTS 

KING SliZE; FILTER 

5 

0.4 

4 

AMBRIDGE 100 

lOOMM; FILTER 

S 

0.4 

5 

ARLTON 100 

lOOMM; FILTER; MENTHOL 

5 

0.4 

5 

Uii.RLTON 100 

lOOMM; FILTER 

5 

0.4 

5 

ARLTON 120 

120MM; FILTER 

6 

0.6 

5 

ECADE 

KING SIZE; FILTER 

6 

0.5 

5 

ECADE 

KING SIZE; 'FILTER; MENTHOL 

6 

0.5 

5 

;ent III 100 

lOOMM; FILTER 

4 

0.4 

5 

. 6 M LIGHTS 100 

lOOMM; FILTER 

8 

0.8 

5 

;alem ultra lOO 

lOOMM; FILTER; MENTHOL 

5 

0.4 

5 

RIUMPH 100 

■■ lOOMM; FILTER 

4 

0.4 

5 

RIUMPH 100 

lOOMM; FILTER; MENTHOL 

■4 

0.5 

5 

RUE 

KING SIZE; FILTER 

5 

0.4 

5 

RUE 

KING SIZE; FILTER; MENTHOL 

5 

.0.4 

5 

iENSON & HEDGES ULTRA 

LIGHT lOOMM; FILTER; MENTHOL; (HARD PACK) 

6 

0.5 

6 


PT.tr- - reilligrains taUC piirticul«itt Jnatter less nicotin e an d water per cigarette. 
'■ Nicestine total i g go rted in lailligrws per cigarette. 

j pp 1 1 i - r i MrrcKide r^xrtai in milligrzBts per cigarette,_ 

» - rpr * 1 rw 0.5 Tog.! nicotine below 0.05 tag. or carton nsontocioe 

iselo*-' 0.5 »g. j.'— '''!gaxettc. 

•* statement ir. oanorming Kool OT-tra brands. ^ __ 


PM3001060534 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
■ BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 



llncW^ing CKdtA 9i Caabon Afanoxidc) 


Li j 

^ iy 

JRAND 


TYPE 


at 

% Ck 

sw 

lAME 



Of 

C 

s 

% 

SfS 

'ENSON & HEDGES ULTRA 

LIGHT 

lOOMM; FILTER; (HARD PACK) 

6 

0.5 

6 

. t M LIGHTS 100 


lOOMM; FILTER; MENTHOL 

8 

0,8 

6 

JMNI 100 


lOOMM; FILTER; MENTHOL 

7 

0.6 

6 

PALL MALL EXTRA LIGHT 


KING SIZE; FILTER 

7 

0.6 

6 

i/ANTAGE ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS : 

100 

lOOMM; FILTER 

5 

0.4 

6 

WINSTON ULTRA 


KING SIZE; FILTER 

5 

0.4 

6 

WINSTON ULTRA 100 


lOOMM; FILTER 

5 

0.4 

6 

L. M LIGHTS 


KING SIZE; FILTER 

9 

0.8 

7 

MERIT ULTRA LIGHTS 100 

lOOMM; FILTER 

6 

0.5 

7 

PALL MALL LIGHT 100 


lOOMM; FILTER 

9 

0.8 

7 

TAREYTON LONG LIGHTS 

100 

lOOMM; FILTER 

7 

0.6 

7 

VANTAGE ULTRA LIGHTS 

100 

lOOMM; FILTER; MENTHOL 

5 

0.4 

7 

VIRGINIA SLIMS LIGHTS 

100 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

7 

BRIGHT 


KING SIZE; FILTER; MENTHOL 

6 

0.5 

8 

CAMEL LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

8 

0.6 

8 

MORE LIGHTS 100 

, 

lOOMM; FILTER; MENTHOL; (HARD PACK) 

7 

0.6 

8 

•lORE LIGHTS TOO 


lOOMM; FILTER; (HARD PACK) 

8 

0.6 

B 

JALEM SLIM LIGHTS 100 


lOOMM; FILTER; MENTHOL; (HARD PACK) 

7 

0.6 

6 

TRUE LCIO 


lOOMM; FILTER 

8 

0.6 

8 

VIRGINIA SLIMS LIGHTS 

100 

lOOMM; FILTER; (HARD PACK) 

8 

0.6 

8 

3ELAIR 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

9 

lOLDEN LIGHTS 


KING SIZE; FILTER 

9 

0.7 

9 

30LDEN LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

9 

GOLDEN LIGHTS 100 


lOOMM; FILTER; MENTHOL 

9 

0.7 

9 

GOLDEN LIGHTS 100 


lOOMM; FILTER 

9 

0.8 

9 

KOOL LIGHTS 100 


lOOMM; FILTER; MENTHOL 

10 

0.8 

9 

NEWPORT LIGHTS 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

9 

NEWPORT .LIGHTS 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

9 

PARLIAMENT LIGHTS 


KING SIZE; FILTER 

10 

0.7 

9 

RALEIGH LIGHTS 


KING SIZE; FILTER 

9 

0.7 

9 

SALEM LIGHTS 


KING SIZE; FILTER; MENTHOL 

e 

0.6 

9 

SILVA THINS 100 


lOOMM; FILTER 

12 

1.0 

9 

-3ILVA THINS 100 


lOOMM; FILTER; MENTHOL 

12 

1.0 

9 

TRUE 100 


lOOMM; FILTER; MENTHOL 

8 

0.6 

9 

3ELAIR 100 


lOOMM; FILTER; MENTHOL 

9 

0.7 

10 

miGHT 100 


lOOMM; FILTER; MENTHOL 

7 

0.6 

10 

;amel lights 


KING SIZE; FILTER'' 

8 

0.6 

10 

;ooL lights 


KING SIZE; FILTER; MENTHOL 

9 

0.7 

10 

NEWPORT LIGHTS 100 


lOOMM; FILTER; MENTHOL 

10 

0.8 

10 

PARLIAMENT LIGHTS 100 


lODMM; FILTER 

11 

0.9 

10 


j •Hu-* - rnilligrwns total particulate natter less niootine and water far cigarette. 

2 Hiootint tctal alkaloids reported in sdlligranE per cigarette. 

3 osxfaofi reported in milligrems per cigarette. 

• Xnlicatea “tar* 0.5 ng.: nicotine below 0.05 Tsg. or carbon n morirte 

biJcw 0.5 Bt;. per cigarette. 

•• £6e sta tarent in text oneeming Kool Dltra brands. 


PM3001060535 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR KICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 




IlnOlCiUanj OtidtA oi CeJthon Monox.ulc] 


9*4 


iRAND 



TYPE 



^ • • 

% S 
S5 

VME 





ta 

-< 

h- 

s 

s 

Og 

SATIN 100 



lOOMM;,FILTER 

10 

0.8 

10 

"ICEROY RICH LIGHTS 


KING SIZE; 

FILTER 

9 

0.7 

10 

J^INST0N LIGHTS 



KING SIZE; 

FILTER 

9 

0.6 

10 

BENSON & HEDGES 

LIGHTS 

100 

lOOMM; FILTER; MENTHOL 

10 

0.7r 

11 

3VE LIGHTS 120 



120MM; FILTER; MENTHOL; (HARD PACK) 

14 

1.0^ 

11 

EVE LIGHTS 120 



120MM; FILTER; (HARD PACK) 

14 

1.1 

11 

KENT 



KING SIZE 

FILTER 

12 

0.9 

11 

LUCKY STRIKE 



KING SIZE 

FILTER 

11 

0.8 

11 

MARLBORO LIGHTS 



KING SIZE 

FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 



RING SIZE 

FILTER 

11 

0.7 

11 

MERIT 



KING SIZE 

FILTER 

9 

0.6 

11 

MERIT 



KING SIZE 

FILTER; MENTHOL 

■ 9 

0.6 

11 

MULTIFILTER 



KING SIZE 

FILTER 

12 

0.8 

11 

MULTIFILTER 



KING SIZE 

FILTER; MENTHOL 

13 

0.8 

11 

rORTKWIND 



KING SIZE 

FILTER,; MENTHOL 

10 

0.7 

11 

ORTHWIND 100 



lOOMM; FILTER; MENTHOL 

11 

0.7 

11 

JLD GOLD LIGHTS 



KING SIZE 

FILTER 

10 

0.8 

11 

;alem lights lOO 


lOOMM; FILTER; MENTHOL 

9 

0.7 

11 

ATIN 100 



lOOMM; FILTER; MENTHOL 

10 

0.8 

11 

iENSON k HEDGES 

LIGHTS 

100 

lOOMM; FILTER 

10 

0.7 

12 

lAMEL 



REG SIZE; 

NON-FILTER 

20 

1.2 

12 

IHESTERFIELD 



REG SIZE; 

NON-FILTER 

21 

1.2 

12 

:nglish ovals 



REG SIZE; 

NON-FILTER; (HARD PACK) 

22 

1.5 

12 

.tENT 



KING SIZE 

; FILTER; (HARD PACK) 

12 

• 0.9 

12 

KENT 100 



lOOMM; FILTER 

14 

1.0 

12 

\OOL MILDS 



KING SIZE 

; FILTER; MENTHOL 

11 

0.8 

12 

..ARK LIGHTS 



KING SIZE; FILTER 

13 

0.9 

12 

^UCKY STRIKE 



KING SIZE 

; FILTER; (HARD PACK) 

11 

0.8 

12 

.MARLBORO LIGHTS 

100 


lOOMM; FILTER 

11 

0.7 

12 

MERIT 100 



lOOMM; FILTER; MENTHOL 

10 

0.7 

12 

PALL MALL LIGHT 

100 


lOOMM; FILTER; MENTHOL 

13 

1.0 

12 

RALEIGH LIGHTS 

100 


lOOMM; FILTER 

10 

0.8 

12 

’ElBEL 



KING SIZE 

; FILTER 

11 

O.S 

12 

ANTAGE 



KING SIZE 

; FILTER 

9 

0.7 

12 

’ANT AGE 100 



lOOW^; FILTER 

9 

0.7 

12 

aCEROY RICH LIGHTS 100 

lOOMM; FILTER 

10 

0.8 

12 

3ENSON & HEDGES 



KING SIZE 

; FILTER; (HARD PACK) 

15 

1.1 

13 

:VE LIGHTS 100 



,. lOOMM; FILTER 

13 

1.0 

13 

JVE LIGHTS 100 



lOOMM; FILTER; MENTHOL 

13 

1.0 

13 

^ENT 100 



lOOMM; FILTER; MENTHOL 

15 

1.2 

13 

OOL MILDS 100 



lOOMM; FILTER; MENTHOL 

11 

O.B 

13 

^ t M 



KING SIZE 

; FILTER 

14 

0.9 

13 

L & M 



KING SIZE 

; FILTER; (HARD PACK) 

14 

0.9 

13 


1 *Tar* - milligrans total particrulate matter less nicotine and water per ci^retta. 

2 Nicotine total reported in milligr ans per cigarette. 

3 riiriTin Moncad.de rcpctrted in milligrams per cigarette. 

• i-ilicatffi* •tar" tele*.’ 0.5 nicotine below 0,05 mg. or eaxten taorcDcidc 

below P.S per cigarette. 

r a wo rt 3 WT KnoT. XTI iJ .. —_ 


PM3001060536 

Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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?RAND 

<AME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

■ ■ TYPE 


ARK 

ARLBORO 
ERIT 100 
HILIP MORRIS 
^BEL 100 
lALEM 100 
/ANTAGE 
ADPINE 
CAMEL 

CAMEL LIGHTS 100 
KOOL 

LARK LIGHTS 100 
MARLBORO 
PICAYUNE 
•SALEM 

SARATOGA 120 
SARATOGA 120 
ST. MORITZ 100 
;T. MORITZ 100 
-VIRGINIA SLIMS 100 
/IRGINIA SLIMS 100 
-JINSTON INTERNATIONAL 100 
WINSTON LIGHTS 100 
lENSON Cl HEDGES 100 


KING SIZE; FILTER 

KING SIZE;FIL;MENTHOL;(HARD PACK) 

lOOMM; FILTER 

REG SIZE; NON-FILTER 

lOOMM; FILTER 

lOOMM; FILTER; MENTHOL 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER 

lOOMM; FILTER 

REG SIZE; NON-FILTER; MENTHOL 
lOOMM; FILTER 

KING SIZE; FILTER; MENTHOL 
REG SIZE; NON-FILTER 
KING SIZE; FILTER; MENTHOL 
120MM; FILTER; (HARD PACK) 

MENTHOL; (HARD PACK) 




14 


120MM; 

lOOMM; 

lOOMM; 

lOOMM; 

lOOMM; 

lOOMM; 

lOOMM; 

lOOMM; 


FILTER; 

FILTER 

FILTER; 

FILTER 

FILTER; 

FILTER; 

FILTER 

FILTER; 


MENTHOL 

MENTHOL 
(HARD PACK) 

MENTHOL; (HARD PACK) 


2 .2 U 

C S5 

S 

u o 
2 3l 

1.0 13 
15 0.9 13 

11 0.7 13 
22 1.3 13 

12 1.0 13 
15 1.0 13 
10 0.7 13 

14 0.6 14 

15 1.0 14 
12 0.8 14 
20 1.2 14 

14 1-0 14 

15 0.9 14 
18 1.0 14 

16 1.0 14 
14 0.9 14 

14 1.0 14 

15 1.1 14 
15 1.1 14 
15 1.0 14 

15 1.0 14 

16 1.0 14 
12 0.8 14 

17 1.1 15 


BENSON fc HEDGES 100 

lOOMM; FILTER; (HARD PACK) 

17 

1.1 

15 

ihesterfield 

KING SIZE; FILTER 

15 

1.0 

15 

■iHESTERFIELD 

KING SIZE; NON-FILTER 

25 

.1.5 

15 

INGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

29 

2.1 

15 

GALAXY 

KING SIZE; FILTER 

15 

0.9 

15 

rtOOL 

KING SIZE;FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

KOOL 

KING SIZE; FILTER; MENTHOL 

17 

1.1 

15 

L t M 100 

lOOMM; FILTER 

14 

1.0 

15 

LARK 100 

lOOMM; FILTER 

16 

1.1 

15 

><ARLBORO 

KING SIZE; FILTER (HARD PACK) 

17 

1.1 

15 

MARLBORO 100 

lOOMM; FILTER . 

17 

1.1 

15 

MARLBORO 100 

lOOMM; FILTER; (HARD PACK) 

17 

1.1 

15 

NEWPORT RED 

KING SIZE; FILTER 

13 

1.0 

15 

NEWPORT RED 

KING SIZE; FILTER; (HARD PACK) 

13 

1.0 

15 

^ALL MALL 100 

lOOMM; FILTER 

16 

1.2 

15 

’HILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

27 

1.6 

15 

.^LAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

27 

1,9 

15 

TAREYTON 

KING SIZE; FILTER 

14 

1.0 

15 

'AREYTON 100 

lOOMM; FILTER 

14 

1.0 

15 


1 •jtr' - inilligrwns total particulate matter less nicotine and water per cigarette. 

2 Miesctine total reportad in nilligrtos per cigarette, 

3 Carton Minfixide reported in milligrams per cigarette. __ 

* Irtlioates "tar* below 0.5 mg.) nicotine below 0.05 mg. co caibcn manoeide 
ielrw a.S mj. per cigairette. 

•* £ee statoTBSTt in text ooncerring tool Ultra brands. 


PM3001060537 


Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
{JncJita^inS Dfidtn oj Cofibon UonazLdti 


RAND 

TYPE 

«»• 

% 

St C» 

AME 



o 

s 


INSTON 

KING SIZE; FILTER; (HARD PACK) 

16 

1.0 

15 

ENSON 6 HEDGES 100 

lOOMM;.FILTER 

17 

1.1 

16 

ENSON fr HEDGES 100 

lOOMM; FILTER; MENTHOL 

17 

1.1 

16 

:hesterfield loo 

lOOMM; FILTER 

15 

1.0 

16 

■ALF & HALF 

KING SIZE; FILTER 

17 

1.2 

16 

-ERBERT TAREYTON 

KING SIZE; NON-FILTER 

26 

1.7 

.16 

tOOL SUPER LONGS 100 

lOOMM; FILTER; MENTHOL 

15 

1.0 

16 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

24 

1.4 

16 

»iARLBORO 

KING SIZE; FILTER 

17 

1.0 

16 

MONTCLAIR 

KING SIZE; FILTER; MENTHOL 

16 

1.0 

16 

PALL MALL 

KING SIZE; NON-FILTER 

24 

1.4 

16 

.RALEIGH 

KING SIZE; FILTER 

15 

1.0 

16 

RALEIGH 100. . 

lOOMM; FILTER 

16 

1.1 

16 

SPRING 100 

lOOMM; FILTER; MENTHOL 

19 

1.0 

16 

"ALL 120 

120MM; FILTER; MENTHOL 

17 

1.3 

16 

aCEROY SUPER LONG 100 

lOOMM; FILTER 

14 

1.0 

16 

■WINSTON 

KING SIZE; FILTER 

15 

1.0 

16 

JINSTON 100 

lOOMM; FILTER 

16 

1.1 

16 

:ax 120 

120MM; FILTER 

18 

1.4 

17 

JOt 120 

120MM; FILTER; MENTHOL 

,18 

1.4 

17 

‘ *EWPORT 

KING SIZE;FIL;MENTHOL; (HARD PACK) 

16 

1.1 

17 

JEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.1 

17 

^ALL MALL 

KING SIZE; FILTER 

17 

1.1 

17 

ALEIGH 

KING SIZE; NON-FILTER 

24 

1.4 

17 

'ICEROY 

KING SIZE; FILTER 

15 

O.S 

17 

ONG JOHNS 120 

120MM; FILTER; MENTHOL 

17 

’1.3 

18 

ORE 120 

120MM; FILTER; MENTHOL 

15 

1.2 

18 

»LD GOLD FILTER 

KING SIZE j‘. FILTER• 

18 

1.2 

IB 

■)LD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

18 

-ONG JOHNS 120 

120MM; FILTER 

18 

1.3 

19 

NEWPORT 100 

• lOOMM; FILTER; MENTHOL 

2.0 

1.4 

19 

OLD GOLD FILTER 100 

lOOMM; FILTER 

20 

1.4 

19 

TALL 120 

120MM; FILTER 

19 

1.5 

19 

<}ORE 120 

120MM; FILTER 

17 

1.1 

20 

3ULL DURHAM 

KING SIZE; FILTER 

28 

1.8 

23 


*TSar* - Bdlligrains tntAl pai-ti'cvOat* natter less nitotine and water per cig^t^ctte. 

2 HicsTtiie total aDcaloiis rcpcrtad in milljgrwns per cigarette. 

3 Ca rton Mrre3Jd.de reportad in inilligrans per cigarette. 

^ Irdrcztes *'tar" below 0.5 ng.; nicotine below 0.05 ng. or TT r>rr-n f i'A.* 

belrw 0.5 tig. per cigarette. 

rin tejct c moein ing Itool mtxa brands. 


PM3001060538 

Source: https://www.industrydocuments.ucsf.edu/docs/phkk0001 



